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here PRECISION 


means lives saved 





a BAXTER LABORATORIES, INC., is credited with the 
world’s largest production of intravenous solutions for hospital use. 
Within its new, streamlined laboratories technical skill and the finest 
of precision equipment are devoted to the development 
and manufacture of products for saving lives. 
In every detail this building is in keeping with the 
SS Ss Ree. hicago high standards of a producer of quality products. 
rconitects ¢ ngineers 
ERNEST A. GRUNSFELD, JR., Chicago Nothing second best was good enough for construction 
Associate : ax a ° . 
SAMUEL A. MARX & JOHN CROMELIN, Chicago and equipment. Thus it is significant that 
Associate Architects ee . , 
SLOAN precision-made Flush Valves were selected 
FREEVOL-SMEDBERG & CO., Chicago 
aceesccasger escent for use throughout the new 
ECONOMY PLUMBING & HEATING CO., Chicago ™ ; ; 
Plumbing Contractor Baxter Laboratories buildings. 


WARREN BARR SUPPLY CO., Chicago 
Plumbing Wholesaler 
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FILM AND SHEETING 
FOR HOSPITAL USE 


Insist on Koroseal 
for the qualities you want 


Do not accept substitutes 


y ier stencil marking and the label on 
the roll identifies ic . . . Koroseal 
sheeting and film, the miracle material 
that serves best for protective cover 
ings, wet dressings, and all hospital 


surposes. 


Now there are seven types of Koro 
seal sheeting and film. While each type 
liffers in appearance and suitability 
for a specific hospital use, you want 
K oroseal film and sheeting because you 
want a// these qualities: 

Full protection: Koroseal sheetings 
and films are absolutely waterproof 
They will net stain garments or beds 
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Durability: Koroseal sheetings and 
films give long service life. Mineral 
acids and alkalies do not affect them 
They resist gasoline, methy] and ethyl 
alcohol and ether. 

Easier handling: Nurses prefer 
Koroseal material because it’s easier 
to work with: light weight, pliable, 
really dependable. It makes a neat bed 
and it makes a neat dressing. It doesn’t 
take a sharp crease, wrinkle easily, 
or crack. 

Greater comfort: Patients prefer it 
because Koroseal sheeting adds to 
their comfort. It’s cooler, smoother, 
not easily wrinkled. It doesn't become 
sticky or tacky 


Easier care: Wash it with common 


soap or regularly used cleaning agents. 
Store it at normal room temperature 

Take full advantage of this remark 
able material and get all the 
advantages by making sure you get 
Koroseal. Order from your hospital 
supply house or surgical dealer. Th 
B. F. Goodrich Company, Sundries Divi 
ton, Akron, Ohio 


Korosea rade Mark Reg U. 8, Pat. Off 


cnet he 


BY 


B.E Goodrich 
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ot her war service. Miss Schater’s article on hospital nursing appears 


on page 63 ot this magazine. 


Malcolm Smith is exactly what he has written about in the article 
on page 77 of this issue, a man who entered hospital administration 
via nurse’s training. A native of London, England, Mr. Smith re 
ceived his B.S. degree at Rutgers University in New Jersey and went 
to hospital nursing school in St. Louis. After two years as an in 
dustrial nurse, he joined the navy and served as pharmacist’s mate 
on a destroyer. He was with the 8th Fleet in the Mediterranean 
and the invasion of France, then with the 5th Fleet at Okinawa and 
during the occupation of Japan. After his discharge from the navy 
Mr. Smith took the graduate course in hospital administration at 
Columbia University and has been an administrative resident at 
Montefiore Hospital, New York City. He became administrator of 
the Richmond Memorial Hospital, Staten Island, N.Y., on July 
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administrative resident at the Robert Packer 
Hospital, Sayre, Pa., following study of hospital 
administration in the graduate course at the 
University of Minnesota. Like many other young 
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in the hospital field from his war experience; he 
served tor three years in the medical corps of the 
U.S. Coast Guard, mostly in Alaska and the 


\leutian Islands. As an undergraduate in the school of business ad 
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enthusiastic endorsement of Mabel A. Woodruff, G. H. Holmes 

founder and director of the Ingleside Hospital. “Mr. Holmes is a 
great exponent of teamwork,” she says. “Through intensive screen 
ing and training of personnel he has expanded our facilities and 


services tor the mentally 1 
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TRAVENOL + TRAVAMIN e TRINIDEX « TRANSFUSO VAC « PLASMA-VAC « PLEXITRON 


BAXTER 


PROVIDES 
FROM ONE SOURCE 


the exact solution and the specific equipment 


for any bulk parenteral requirement. 








Uniform containers, standard closures, easy-to-use 
sets and standardized procedures make 


the complete program easy to learn 


aS ~. and efficient in operation. 
he 
= 


~\ . ° 
~ No other program is used by so many hospitals. 


SOLUTIONS fravenol, travamin and Trinidex 


solutions provide the doctor with a choice to meet his 


exacting requirements. all Boxter 


BLOOD PROGRAM The world-renowned solutions ore pure, 


BAXTER CLosep TECHNIQUE, Transfuso Vae and 
Plasma-Vae containers for every phase of modern blood | sterile and 


banking. 


non-pyrogenic 
ACCESSORIES Plexitron expendable sets for 


blood collection, plasma aspiration, solution and blood, 


plasma and serum administration. <a - 


a 


BAXTER LABORATORIES, INC. 


Morton Grove, Illinois 
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Reader Opinion 


- 


Hospital Laundry 

Sirs 

March issue en 
Small Hos 
number of 


article in 
The Case for the 


The 


your 
titled 


pital Laundry contains a 


statements which, in our opinion, might 


tend to mislead your readers. In_ the 


interest of telling the whole story, we 


like some of the 


statements which appear questionable to 
us. We should be pleased to have these 


should to point out 


comments published or to expand them 
an article. Here are our views on 


cited by 


into 


the reasons the author why 


it is desirable for the small hospital 


to Operate its own laundry 





ON F ORM PURI Y 


... Guardian of Patient Health 


—/Ince 1913 


Puritan Dealers 





PURITAN MAID 
MEDICAL GASES 


used with confidence for 
over a third of a century 
fo? Sack a, | 
ETHYLENE « CYCLOPROPANE 
CARBON DIOXID « 


* NITROUS OXID 


HELIUM 
Mixtures of HELIUM-OXYGEN 
Cir me i lel, Mlle dismed & acid. | 


in Most Principal Cities 


uritan Compresseo Gas Corporation 


“Puritan Maid” Anesthetic, Resuscitating and Therapeutic Gases and 
Gas Therapy Equipment, including Hospital Oxygen Piping Systems 


BALTIMORE ATLANTA BOSTON CHICAGO CINCINNATI 
. LOUIS ST. PAUL KANSAS CITY 


DETROIT NEW YORK 


DALLAS 


There are hospitals operating their 
own laundry departments under excel- 
lent management and at low costs. Sev- 
eral hundred of them are members of 
the American Institute of Laundering 
and their hospital laundry managers use 
ALI 


Even in many of these hospitals, how- 


services and recommendations. 


ever, the laundry department managers 


are not receiving the recognition that 


can result in lower costs and increased 


life 
The hospital laundry manager is con 


to linens 


a number of problems 
First, 


fronted with 


There are two basic ones the 


laundry department is incidental to the 
over-all operation of a hospital. As 
such, it does not receive the same de 
gree of attention accorded to the more 
Successful and eco 


direct activities 


nomical operation is largely a matter 


of management And close attention to 


all details of operation is an integral 
part of good management 

Second, there are still many hospitals 
considered 


in which laundering is 


merely washing and ironing, without 
any realization of the technical aspects 
of modern laundering. Hospitals of this 
kind will not employ the type of Jaun 
dry supervision necessary to obtain the 


W ith 


laundering methods and with improper 


best over-all results improper 


supervision ot operations the Savings 


claimed in your article can be lost 


because of reduced life of the linens and 
in view of the 


very high investment 


for the small amount of work being 
handled 
The 


laundry must use the 


argument that the commercial 


same formula for 
all types of linens has no basis in fact 
Commercial laundries segregate hospital 
work and handle it by entirely different 
Hospital linens are not laun 
dered family When the 
commercial laundry does hospital work 


formulas 
with work 
the formula will depend upon the de 
gree of the soil and the shorter formulas 
used when their desirability is 
We 


evidence to 


will be 


indicated do not believe there is 


any support the assertion 


that linens will last longer when proc 
essed in the hospital laundry than when 


processed in the commercial laundry 


studies by American 
duced 


Test piece the 
Institute of Laundering have proc 

variety of results in this respect, both 
for the hospital laundries and for the 
commercial Jaundry 
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“A Better Hot Water Bottle!” 


rer ‘ 


“And a Better ice Bag Too!” 


WHY STOPPERLESS IS SPECIFIED BY 


Thousands of Leading Hospitals 


@’: there are compelling reasons why thou 
sands of leading hospitals specify Stopperless. 
Compare Stopperless with ordinary hot water 


bottles and ice bags on these two counts: 


1. PERFORMANCE Stopperless will not leak! 
We threw it off the top of a 7-story building, filled 
with hot water—it did not lose a drop! With 
Stopperless there are no washers to lose, no stop- 
ples to misplace, no chains to break. Stopperless is 
never disabled, never “‘sidelined”’ for replacements 

there are no parts to go out of order or be lost! 


2. ECONOMY Stopperless is a hot water bot 


tle and ice bag—combined. If a hospital were to 
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buy a cheap hot water bottle and a cheap ice bag, 
the combined cost of these two items would 
exceed that of Stopperless! And the extra quality 
of Stopperless saves additional money for your 
hospital because it /asts longer. Leading Phila- 
delphia hospital* reports 10 years’ service from one 
bottle. That’s economy! Saves inventory space, too! 

For outstanding performance . . . for true econ- 
omy... for safety... Order Seamless Stopperless 
SR-305) from your Hospital Supply Dealer 
today. In both red and green for easy floor or 
ward identification. 


SINC 





The commercial laundry can remove 
stains as better than, 
the small hospital laundry can 


well as, if not 


Since the commercial laundry and 


the hospital laundry use the same equip 
ment—and since the commercial laun 
dry segregates its hospital work and 
uses the formula that applies to that 
there 


particular kind of work seems 


to be no reason why there should be 
any better quality produced in a hos 
pital laundry than could be produced 
in a commercial laundry. Higher qual- 


ity linens will have a longer life than 


those of lesser quality whether washed 


look for this 


for 


in the hospital laundry or the commer- 
cial laundry. All depends on training 
methods, technics, operating conditions, 
washing and finishing methods 
whether the work is done in a hospital 
laundry or in a commercial laundry 

To our knowledge, the possibility 
be interrupted by 
strikes has never been a serious problem 
for Even in the 


larger metropolitan cities, where union 


that service may 


the small hospital 


activity is greater, arrangements have 


been made so that laundry work don< 
for hospitals is not interfered with dur 


ing a strike. As far as war-time prob- 


% 
oe 


LONGEST SERVICE 


Solidly built to last by pioneers in the ( 


industry. 
dry, store 


Standard models for laun 
and stock rooms, kitchen, 


dish service, linen service, floor main- 


tenance. 


Hospital dressing carriages. 


Oxygen tank trucks. Specials designed 


and built to your specification. 


All 


Built With 80 Years Of Skill! 


WRITE FOR 





THE KILBOURNE & JACOBS 


798 CONGRESS ST 


COLUMBUS 
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lems are concerned, we have only to 
look back to the fact that in World 
War II, laundries were regarded by the 
War Manpower Commission as being 
locally essential where the situation 
warranted 

Most contracts that hospitals have 
with commercial laundries are based on 
the type of merchandise handled. It is 
true that there may be one price quoted 
on towels and bedding and another on 
uniforms. This is due entirely to the 
cost of laundering and to no other 
reason. The cost of laundering any type 
of article will vary for the hospital 
laundry as it does for the commercial 
laundry. 

Contamination and spread of disease 
from hospital linen are not borne out 
by fact. There is plenty of evidence to 
indicate that ordinary hospital linen 
not taken from communicable wards- 
does not require any particular treat- 
ment to avoid the spread of disease 
Even where hospitals operate their own 
plants, if 1S Customary for work from 
communicable wards to be given spe- 
cial treatment prior to being sent to 
the laundry department. Certainly, 
there is no problem in the case of con- 
linens when the materials 


tagion from 


being sent to 
What applies 
to one type of laundry, applies to the 

An article on 
December 1945 
Journal of Pub 
Barnes, head of 


are treated prior to 


a commercial laundry 


other in this instance 


this subject in the 
issue of the American 
lic Health by Dr. M. I 
the Department of Hygiene and Pre 
ventive Medicine at the State Univer 
sity of Iowa, is enlightening 

The health record of laundries is ex 
cellent and insurance companies regard 
employes as being preferred risks; they 


| 


ao not charge excessive premiums to 


laundry employes for ordinary insur- 
ance. In the serious flu epidemic fol- 
lowing World War I, 
had a 


record than did the routemen who were 


inside workers 


in laundries far better health 
exposed to outdoor conditions 
Hospital laundry operating costs are 
of a debatable and controversial nature, 
since most hospital laundries do not 
maintain the detailed cost reports that 
commercial laundries 


are common In 


There have been a number of surveys 
of costs of launderings in hospitals hav 
ing their own laundries. According t 
one, the average hospital having an aver 
age patient census of 55 employs eight 
people to handle the laundry volume 

The MODERN HospIrTAl 


that one man and two girls can handle 


article says 


the entire volume of a typical small 
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The “American” 
MILK 

FORMULA 

LABORATORY 


—long pioneered as a more efficient serv- 
ice designed to minimize the introduction 
and spread of infectious organisms in hos- 
pital nurseries, embraces major principles 
. - / of planning, organization and technique 
Bottles, nipples, / now endorsed by the American Academy 
utensils of Pediatrics. 
ee “AMERICAN” RESEARCH HAS PIONEERED 
Assembled formulas a 
1, Segregation of “clean-up” area from “preparation 
room” and served by connecting double-door sterilizer 
...@ basic factor in helping to avoid formula contam- 
ination. 


Non-pressure method of terminal heating... the su- 
perior technique for preparation of bacteriologically 
safe formulas that are uniform in quality. 


Lage Safe Caps ... which permit the necessary contact 
of live steom with the area to be sterilized and serve 
to maintain sterility up to the time Cap is removed at 
cribside. 


Bottle Warmer . . . for rapid heating and automatically 
maintaining formula bottles at correct feeding temper- 
ature of 100°F, 


The new “AS” line of Refrigerators ... especially de- 
signed to provide fast cooling of super-heated milk 
formula bottles with dependable performance. 


WRITE TODAY for complete information 
Rt shisderrsi AMERICAN STERILIZER COMPANY 


mula Refrigerator and Bottle Warmer Erie, Pennsylvania 


DESIGNERS AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS 
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NEW 


Detergents 
Cut Dishwashing 


2 Ways! 


IN MACHINES: New Oak- 
ite Composition No. 66, spe- 
cially designed for machine 
dishwashing, now gives you 
“double - play” dishwashing 
action. Not only eliminates 
unsightly water spots and 
bacteria - breeding film on 
dishes and glasses but 
reduces scale-clogging of 
spray jets and chains. Free- 
rinsing, fast-emulsifying 
cleaning gets dishware clean 
the first time, and quickly. 
That means less handling— 
less breakage. Try it today! 


BY HAND: And if your 
kitchen procedures call for a 
considerable amount of hand 
dishwashing, you'll want to 
give your workers Oakite 
Composition No. 65. This is 
another new compound, spe- 
cially prepared for use where 
workers’ hands are in solu- 
tion for long periods. Sci- 
entific buffering action pre- 
vents drying and cracking of 
skin. Advanced detergency 
means fast removal of food 
deposits, quick rinsing and 
drying. Dishes and glasses 
come through sparklingly 
clean! 


SEE THEM IN ACTION 


You can for yourself 
Oakite in action—right in 
your own kitchen! Just call 
the Oakite Technical Service 
Representative near you. Or 
write to Odakite Products 
Inc., 18A Thames Street, 
New York 6, N. Y 


see 


gcse? INDUSTRiag Cray 
1~, 


OAKITE 


« 
er, gay! 
“(Ss mernoos* * 


Techmcal Service Representatives Located in 


Principal Cities of United States and Canada 


ener 


hospital at a cost of $3.25 per 100 
pounds. We believe that the following 
table presents labor costs that would be 
more nearly typical. 
| Man @ $1.25 per hour 
Girls (@ 0.75 per hour 
Total $6.50 per hour 
The foregoing figures are based 
an average patient census and not on 
the bed complement of the hospital. 
This is the customary method of fig- 
uring the cost of hospital laundry oper- 
ations. The MODERN HOspPITAL figures 
show that the small hospital laundry can 
be expected to process 33 pounds per 
an extremely high 
figure, in our Most of the 
studies that we have seen indicate that 


hour per employe 
opinion 


the production in a small hospital laun- 
dry is usually somewhere between 12 
and 15 pounds per operator per hour 
over-all. 

So much for the specific points 
around which your article is written. 
In any consideration of the laundering 
problems of hospitals, we believe that 
the following is the paramount one 

Only by providing good facilities, ca- 
pable personnel and then giving that 
personnel the needed authority can any 
hope to equal 


hospital—large or small 


the results expected from an organ- 

ization whose principal business is that 
of laundering clothes 

A. L. Christensen 

Manager 
American Institute of Laundering 

Dept. of Production and Engineering 


Joliet, Il 


Student Forum 
Sirs 

I have read with considerable interest 
the letter of Alfred E. Maffly with ref- 
creation of a_ student 
The MODERN Hos 


erence to the 
forum section in 
PITAL magazine 

This seems like an excellent idea, 
and I believe it would go a long way 
toward stimulating the thinking of those 
people who are just beginning to enter 
the field of hospital administration. 

I believe that it is just as important 
that students learn to write on matters 
administration as it is to 

Therefore, I take this 
with Mr. Maffly 
in urging that if it is at all possible, 
The MODERN HOspPITAI 
a torum 


of hospital 
study them 
opportunity to join 


create such 


Arthur O. Stout 
Major 
Medical Service Corps 
Valley Forge General Hospital 
Phoenixville, Pa 


War of Words 
Sirs 

Under the caption “Which Half Is 
Private?” (April 1950) is presented 
short, interesting thought-provoker! 

West Virginia or Eastern Oregon, the 
stigma of the word “ward” accommoda- 
tion (in any and all of its connota- 
tions), imposed by precedent, is any- 
thing but good advertising copy. 

Might it not be well to consider 
taking advantage of the terms “private” 
and “semiprivate” accommodation? 
Whereas the term frequently 
connotes the possible existence of in- 
ferior services or accommodations, the 
terms “private” and “semiprivate” have 
been linked with excellent facilities and 
care. Call it glamour, class conscious- 
ness, or something psychological, we 
must admit it is effective. 

In dealing public opinion, 
which is our prime public relations rep- 
resentative, why not take advantage of 


ward” 


with 


terms which enhance our good will quo- 
tient, and alter those which might dis- 
credit our hospital facilities? 

Charles F 
Pioneer Memorial Hospital 
Prineville, Ore. 


Boyns 


Hospital of the Month 
Sirs 

I have received letter 
that the Pratt County Hospital has been 
chosen as the Modern Hospital of the 
Month. It gives me great pleasure to 


your Stating 


wrovay 


A INL 





VOLUME XXXII 
Pratt County Hospital 
Receives First Big Honor 


Has Been Designated “Modern Hospital of the Month” for 
May by National Hospital Magazine. 





n awar 





Local paper reports hospital award. 


know that such recognition has been 
given our new hospital, and praise such 
as this tends to make our efforts seem 
worth while. 
Abbott Brown 
Chairman 
Building Committee 
Pratt County Hospital 
Pratt, Kan. 
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[woe countess —, PPS Suitable for a 300-bed Gen- 
S eral Hospital. Note how every 
eayE detail has been planned to 
assure o step-saving, labor- 
: ES. saving work-flow. From clean- 
J 3 : } | ¢ . up section to sterile storage, 
UNSTERILE os en ee : or Baia : the types of units and their 
STORAGE <|'o] SOLUTION U5 4} Brno: STERILE qrngeens ee 

= & CLEAN-UP 2 {eo} ROOM ae 1 Fe STORAGE cient operation. Stainless stee! 
“~~ wena aGom \ oo cabinets and casework of 


57 | cows « cuanur 2 — i 


Pal 


TABLE 





yas Camounts : — 3 5 : cast seamless, crevice-free construc- 
; | : : \ nny pets , tion, promote sanitotion and 
; A. wees : } reduce cleaning tasks. 


TYPICAL BLICKMAN-PLANNED LAYOUT FOR A MODERN CENTRAL SUPPLY SECTION 











For Time-Saving, Step-Saving Procedures! 


Consult Blickman’s Planning Service for Efficient 
Layout of Central Supply and Other Departments 


@ Let Blickman hospital consultants help you plan the best lay- 
out for your cabinets, casework, counters, sinks. Their knowledge 
is based upon actual experience with the problems of many leading 
institutions. The layout they recommend will be based on your 
own hospital procedures, and will indicate the best and most effi- 
cient work-flow as shown by your specific operations. 


To make sure that you get the efficiency planned for, Blickman 

follows through with the design and construction of individual 

units, and final installation. With this 3-fold service — planning, 

fabrication, installation — you are assured of equipment that will 

endure for years. Blickman’s famous all-welded stainless steel con- 

struction, in fact, can be expected to last for the life of the building. 

Both permanence and hospital-standard cleanliness are built into 

CENTRAL SUPPLY ROOM — St. Peter’s Hospital, Albany, N. Y. these units. The smooth, crevice-free surfaces are easy to clean, 

— Blickman-Built sanitary stainless steel equipment helps safe- remain permanently bright. Rounded corners in sinks and similar 

guard procedures, never needs painting, will last for years. Me A ; : : 

units are other important aids to sanitation. Maintenance and 
replacement costs are practically eliminated. 


If you are considering new construction, renovations or additional 
equipment for Central Supply — or any other department — it 
will pay you to consult with Blickman first! 


Send for Bulletin 10-CBC — illustrating and describing 
Blickman-Built cabinets and casework . . . The services of our 
consulting staff are at your disposal, to help plan Central 
Supply and Utiliry Rooms, Milk Formula Rooms, Laboratories, 
Diet Kitchens and other departments of your hospital. 


SOLUTION ROOM — St. Peter’s Hospital, Albany, N.Y. — , 
equipped with Blickman-Built all stainless steel units, for S.Blickman, Inc., 1507 Gregory Avenue, Weehawken, N. J, 
moximum sanitation with effortless cleaning. New England Branch: 10 High Street, Boston 10, Mass. 
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HERE AT LAST. ....2240+ 


the weapon medicine has always wanted 
in the control of hypertension 


Product’ of. Kiber esearch 


Cr 4 (fete wt alhaletdal CATAL Of, Cbrateum 
lridle-- bieleg LC ally PlaNA ardized fer hype- 
lense aclictly ti meenwels--@ new active 
forme ole nel her Tefere avaclable fer lhe 
Ceeatven’ of alt fered of hypertension 
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IN EVERY FORM OF HYPERTENSION 


a new and more efficacious approach 


Pharmacologic research covering three years, embracing more 
than 2000 individual animal experiments in mammals, and clinical 
studies including uninterrupted administration to a large group 

of patients for a full year have established the therapeutic efficacy 
of Veriloid.* Thus the achievement of isolating the active ester 
alkaloids of Veratrum viride has resulted in a distinct 
contribution to the management of hypertension. 


@ AN ENTIRELY NEW DRUG. Veriloid makes available for the first time 
the hypotensive ester alkaloids of Veratrum viride obtained by an exclusive 
extraction process which separates these active principles from inert material 
and less desirable alkaloids. The finished product represents, on a weight 
basis, less than one-tenth of one per cent of the crude drug from which 
it is derived. 
@ A DEPENDABLE HYPOTENSIVE PRINCIPLE. The hypotensive 
activity of Veriloid is predictable and dependable. The drug exerts a selec- 
tive relaxing action on the smaller blood vessels, leading to their dilatation, 
hence to a drop in blood pressure. 
@ UNIFORM POTENCY. Biologic standardization of the purified ex- 
tract in dogs, using depression of the blood pressure as the end point, insures 
absolute constancy of pharmacologic activity. 


@ PROMPT, SUSTAINED CLINICAL EFFECT. While individualiza- 
tion of dosage is essential for maximum therapeutic benefit, in the majority 
of patients the average dose of Veriloid—2.0 mg. to 5.0 mg. three or four 
times daily after meals and at bedtime—produces a sustained lowering of 
the arterial tension. The degree of drop usually results in marked subjective 
improvement. Veriloid is indicated in all forms of hypertension. 


Veriloid ts available on prescription through all pharmacies in slow 
dissolving tablets containing 1.0 mg., in bottles of 100 and 200. 


*REFERENCES 


Wilkins, R. W.; Stanton, J. R.,and Stutzman, J. W.: Acute Toxicity of Heart, Federation Proc. 9:319 
Freis, E. D.: Essential Hyperten Veriloid for Some Laboratory Ani Mar.) 1950 
sion, Therapeutic Trial of Veriloid, mals, Federation Proc. 9:257 (Mar Stutzman, J. W., and Maison, G 
a New Extract of Veratrum Viride C 

> 1950. L.: Hypotensive Action of Veriloid, 
Proc. Soc. Exper. Biol. & Med m4 s of Vernteum Viside 
72:302 (Nov.) 1949 Maison, G. L., and Stutzman, J. W 6 Se See vee 
Wilkies. R. W.: Veratvam Vieide Bicaauay Method for Derivativesof Peterstton Proc. 9:515 (Mar.) 1800 

ilkins, € iride 

and Essential Hypertension, New Veratrum Viride, Federation Proc Stutzman, J. W.; Maison, G. L., 
Rested 3 ™M d bets 2 kor 6 9-299 (Mar.) 1950 and Kusserow, G. W.: Veriloid, a 
Englane a ae ne . ' i New Hypotensive Extract of Vera 
195 Stearnes, N. S.: Action of Veriloid — trum Viride, Proc. Soc. Exper Biol 
Bauer, R. O.; Maison, G. L., and Upon the Isolated Mammalian & Med. 71:725 (Sept.) 1949. 
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imperviousness 


When your 
we | Facing Tile passes 
aaceaeartl these Institute tests . . 


crazing 


absorption 
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... you can be sure of hospital interiors at 
their very best 


Quality is a fine word. Year-in, year-out economy is an important part 


Like almost all manufacturers we occasionally of the product, too. Facing Tile builds a life- 


like to talk about the quality of our product— 
Structural Clay Facing Tile. But, when we do, 
we want it to mean something, tangible and 
specific, to you. 

That’s why any Facing Tile produced by the 
members of the Facing Tile Institute must be 
able to pass an acid test (literally!) and many 
other extremely tough conditions of wear. 

You know you're getting hospital interiors at 
their very best when they are built with this 


Facing Tile. Strength, durability and resistance 


time wall and finish combined. And the cost of 
keeping it clean and new looking is next to 
nothing! No refinishing! No redecorating! 
To simplify many problems in designing and to 
speed up construction of the hospital you plan, 
Institute members have standardized produc- 
tion of a wide variety of colors, shapes and 
modular sizes, both glazed and unglazed. 

Call on any of the “10 good names to know” for 
complete information about Facing Tile (in- 
cluding a detailed description of the Institute 


tests) or write the Institute, Desk MH-7, for 


our new catalog, 50-C. 


to abuse are tested, measured, guaranteed parts 


of the product! 


BELDEN BRICK CO. METROPOLITAN BRICK, INC. 


Canton, Ohio Canton, Ohie 
CHARLESTON CLAY PRODUCTS CO. McNEES-KITTANNING CO. 
Charleston 22, West Virginia — Ki ing, P. ylvania 
HANLEY CO. NATIONAL FIREPROOFING CORP. 
New York 17, New York Pittsburgh 12, Pennsylvenia 
HYDRAULIC PRESS BRICK CO. STARK CERAMICS, INC. 
Indienapolis, Indiana Canton, Ohio 


MAPLETON CLAY PRODUCTS CO. WEST VIRGINIA BRICK CO. 
Canton, Ohio Charleston, West Virginia 





FACING TILE INSTITUTE 


1520 18th Street, N. W., Washington 6, D. C. 
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Make sure you can fill that Prescription 
with Modern Sound Conditioning 


Patient recovery is retarded when every little 
sound reverberates— bounces unchecked 
around hospital wards, hallways, kitchens and 
rooms. Doctors, nurses and patients, alike, suf- 
fer from anextra unnecessary strain and irritant. 

You can’t stop footsteps from clicking, 
glasses from clinking or bells from ringing. But 
you can check these sounds immediately—be- 
fore they pile up into a constant, harmful din. 

Modern sound conditioning with Acousti- 
Celotex ceiling tile has already brought 
permanent quiet and comfort to hospitals the 


country over. For moderate cost, your hos 


pital can benefit immediately from the last- 
ing, essential quict of Acousti-Celotex sound 
conditioning. 

FOR A FREE ANALYSIS of your particular noise 
problem, write now for the name of your 
local distributor of Acousti-Celotex products. 
He’s an expert in modern sound conditioning 
techniques with the finest acoustical prod- 
ucts ever developed. We will also send you a 
copy of an informative booklet entitled “The 
Quiet Hospital.” The Ce'otex Corporation, 
Dept. G-7, Chicago 3, Ill. In Canada, Domin- 
ion Sound Equipments, Ltd., Montreal, Que. 


THE CELOTEX CORPORATION © CHICAGO 3, ILL. 


Acousni-(etotex 
| RRS NCES TLR OY RAEI 
Sound Conditioning Products 


PRODUCTS FOR EVERY SOUND CONDITIONING PURPOSE 


TRADEMARK REGISTERED 
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Nursery of the Children's Hospital Pittsburgh. Wainscotng oF Pastel Green Katists trchitect— 
Percy Stevens. Contractor—T. dofiman Co. nstallation—General Interiors ., Pittsburgh. 


WHY THESE COLORFUL WALLS 
will stay colorful... 


Because these beautiful nursery walls Waterproof, yet easily Cleaned with a 
are covered with Kalistron, they il damp cloth. Winner of Modern Plas- 
resist damage from spilled foods or tics Award for furniture and interior 
liquids, from contact of rolling chairs decorating materials 

or tables...retain their original glowing Coupon below will bring sample of 
For exclusive Kalistron plus top-quality nail-file ... 


richness year after yeal 
Kalistron 


Blanchardizing process fuses Kalistron free. See if you can myure 
color to underside of clear, extra even with this file. 
strength vinyl sheeting thus color can 

never show wear! Suede-like backing 

adds further protection permits easy 


bonding to wall surfaces. Lg 

Resistant to scratches, scuffs and spots, (a | [Ky Ton 

Kalistron won't chip, crack or peel. \ ; 
‘ < 


O# FUSED TO UNDERSIDE 
F~ piastic COVERING MATERIAL 





od Corp., Dept. F-17 


New York 18 Distributed by: U. S. PLYWOOD CORPORATION, N. Y. ¢. 


jn Canada: PAUL COLLET & CO., LTD., MONTREAL 


Test (swatch of 


eeecccocccoed 





Color fused to 
underside of 
transparent vinyl 
sheet . . . backed 
by flocking 








heey WATER SOFTENER 


ur BEST BUY 


on ALL COUNTS 


im DESIGN 


Double-Check principle gives 
you up to 44% more soft 


water 
Yes, the “Double-Check” design gives 
you up to 44% more soft water from 
the same size softener using the same 
type of zeolite — proved in thousands 
of installations. 

It does this because the “Double- 
Check” manifold system prevents the 
escape of zeolite and thus permits 
using a larger amount of zeolite in a 
given-size tank. More zeolite means 
more water softening of course. Pre- 
venting its escape also permits faster, 
more thorough back-washing; assures 
more effective regeneration; reduced 
salt consumption; higher efficiency; 
maximum economy. The two diagrams 
below tell the story of this revolu- 
tionary development. 


4h # ? 
is 


$ 
t 


ORDINARY 
DESIGN 
Some Size Units... 


DESIGN 
Same Type Zeolite 








Of course the fo 
“Double-Che 


Wate 


pdson fof installing an Elgin 
oftener if its proved ability to 


delivestip to 44% mete soft wate than other softeners of 


same size usipg the same ty 

were not ahead fof other zeolite softeners 
t, it would still be Your best buy on the solid 
basis 9f quality construction 


But even i 
on this co 


of zeolite. 


hich together with con- 


scigattious servicing when reqyired, maintains every Elgin 


iefstallation at peak efficiency. 
buy on all counts: — 


r® QUALITY 


Better construction means 
more years of low cost 
operation 
When you examine the present-day 
Elgin you find that we have put not 
only advanced design into it, but also 
higher quality and finer workmanship. 
There is none of the assembled, 
thrown.-together construction that is 
too prevalent today; no skimping of 
materials. Instead you find well de- 
signed, Elgin-built components that 
assure longer life and trouble-free 
operation. Contrast the precision-built 
Elgin Multiport Valve,“ Double-Check” 
Manifold, Backwash Regulator, with 
the construction found in other soft- 
eners and you will know how much 
more real value you get in the Elgin. 
Thanks to elaborate tooling and 
modern streamlined production meth- 
ods you pay no more for the higher 
quality of the Elgin “Double-Check” 
Softener. 





ere is why Elgin is the best 


SERVICE 


Elgin servicing maintains 
top efficiency 
Complete, capable service has always 
been an important plus factor with 
Elgin. Our interest never ends with the 
sale. Through the years it has always 
been our established policy to keep 
every Elgin installation operating at 
peak efficiency and to aid the operator 
in obtaining greatest benefits from its 
use. Elgin’s service program, now bet. 
ter than ever, has,been placed on an 
organized, concrete schedule which 
assures your realizing the outstanding 
performance which every Elgin prod- 
uct is designed to give. 
“DOUBLE-CHECK” CAN BE APPLIED TO 
YOUR PRESENT SOFTENER 
Existing softeners of any make can be 
modernized to incorporate the features 
and advantages of the Elgin “Double- 
Check” principle. Many moderniza- 
tion jobs equipped with “Double- 
Check” and Elgin high capacity zeo- 
lites have stepped up capacity 3 to 
10 times, 


Write today for facts about the softener that (3 ahead on all counts 


ELGIN SOFTENER CORPORATION, 144 N. Grove Ave., Elgin, lil. 


—-----------------4 


Put your water conditioning up to the Elgin man 
Unlike the mon who deals with one or two conditions, the 
Elgin District Engineer can select the best method from all 
methods. For Elgin methods include 


*® Boiler feed water 
treatments 

® Post treatments for 
softener water 

® Corrosion prevention in 
steam systems 

® “Deconcentrator” for 
removing boiler sludge 


on a an a Om an ee am an ae anaes ten tan eens a 


® Corrosion prevention in 
hot and cold water piping 

® Filters and purifiers 

® Iron removal systems 

® Aerators and degasitors 

® Chemical feeders 

® Weter testing apparatus 

® Zeolites of all types 





INDEX TO ADVERTISEMENTS 


(HPF) after company name indicates that further descri 


yoy ae data are 


filed in catalog space in HOSPITAL PURCHASING FILE—27th Edition 


A 
Abbott Laboratories 135 
Air Transport Assn. for Air Express Div. 

Railway Express ... 140 
Alconox, Inc. 184 
Alley Company, Inc., E. E. 134 
Aloe Company, A. S. (HPF) 151 
Aluminum Cooking Utensil Company (HPF) 25 
American Floor Surfacing Machine Company 150 
American Gas Association . 38 
American Hospital Supply Corp. (HPF) 22 
American Laundry Machinery Co. (HPF) 45 
American Machine & Metals, Inc. 123 
American Radiator & Standard Sanitary Corp. 172 
American Seating Company 205 
American Steel & Wire Co. . 41 
American Sterilizer Company (HPF) 9 
Armour Laboratories 4 23, 77 
Armstrong Company, The Gordon (HPF). facing page 49 
Armstrong Cork Company 143 
Aseptic-Thermo Indicator Company 106 


B 

r Linen Company, H. W. (HPF) 
ard-Parker Company, Inc. (HPF) 
Bassick Company (HPF) 
Bauer & Black (HPF) 
Baxter Laboratories 
Berbecker & Sons, Inc., Julius (HPF) 
Bishop & Company Platinum Works, J. (HPF) 
Blair Aluminum Furniture Company 
ickman, Inc., S. (HPF) 
odgett Company, Inc., G. S. (HPF) 

9 Manufacturing Company 

unn Corp., John... 


C 


a of 
Cannon Mills, Inc 


wDwww 


Carbisulphoil Company 
Carnegie-lllinois Steel Corp. 
Castle Company, Wilmot (HPF) 
Ceco Steel Products Corp. 
Selotex Corporation (HPF) 
Chamberlin Company of America (HPF) 
Classified Advertisements 
Clay-Adams Co., Inc 
Cleveland Range Company (HPF) 
Coca- Cola Co mpany 
Co umbia Steel Company 
Commercial Sol vents Corporat 
Corn Pr aucts Sales Company 
Couch Company, Inc., S. H 
Crane Company (HPF) 
Cre cent Surgical Sales Company, Inc. (HPF) 
ucible Steel Company of America 
utter Laboratories (HPF) 


D 


Darnell Cor 


Davenport & Son, Inc 


n (HPF) 
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Davies-Young Soap Company ............-.--se-sseess-s-s--e--! 78 
Debs Hospital Supplies, Inc........... .202 
Deco-Plastics, Inc. ..... . 

Detroit-Michigan Stove. Company 

Detroit Steel Products Company 

Dewey & Almy Chemical Company... 

Diack Controls (HPF). 

Dry-Aid Corporation ... 


Eastman Kodak Company.. following page |44 


Eichenlaubs 207 

following page 16 

USeheiibes poge Zs 
207 


Elgin Softener Corporation (HPF) 
Ethicon Suture Laboratories (HPF). 
Everest and Jennings (HPF). 


F 


Facing Tile Institute 

Fairbanks, Morse & Company 

Finnell System, Inc. (HPF) 

Florida Citrus Commission 

Florists’ Telegraph Delivery International 
Flynn Manufacturing Co., Michael 
Fostoria Pressed Steel Corp. 

Franklin Research Company 

Frigidaire Division 


G 


Geerpres Wringer, Inc. 

General Foods Corporation 

Gennett & Sons, Inc. (HPF) 
Gerson-Stewart Company 

Glasco Products Company 

Globe Automatic Sprinkler Co., Inc... 
Gomco Surgical & Mfg. Corp. (HPF) 
Goodrich Co., B. F. 

Gray Manufacturing Co. (HPF) 
Grinnell Company, Inc. (HPF) 
Gudebrod Brothers Silk Co., Inc. (HPF) 


H 


Hall & Sons, Frank A. (HPF) 

Haney and Associates, Inc., Charles A. (HPF) 
Hard Manufacturing Company (HPF)... facing page 
Hardwood Products Corp, (HPF) 

Hausted Manufacturing Co. 

Heinz Company, H. J. 

Herrick Refrigerator Company (HPF) 

Hill-Rom Company (HPF) 

Hillyard Sales Companies (HPF) 

Holcomb Mfg. Co., J. |. (HPF) 

Huebsch Mfg. Co. (HPF) 

Huntington Laboratories, Inc. (HPF) 


International Minerals & Chemical Corporation 
International Nickel C« mpany Inc. 
lron Lung Company of America 








Johns-Manville 
Johnson & Company, A. 


Johnson & Johnson 


K 
Kenwood Mills (HPF) 
Ketchum, Incorporated (HPF) 
Kewanee Boiler Corporation 
Kilbourne & Jacobs Mfg. Company 


L 
Leonard Valve Company (HPF) 
Libbey Glass Company 
Libbey-Owens-Ford Glass Company 
Lilly & Company, Eli 
Lily-Tulip Cup Corp. 
Linde Air Products Company, The, Unit of Union 
Carbide and Carbon Corporation 
Liquid Carbonic Corporation (HPF) 
Livsey Equipment Company 


M 
McKesson Appliance Co. 
Macalaster Bicknell Company (HPF) 
Mallinckrodt Chemical Works 
Marsh Wall Products, Inc. (HPF) 
Massillon Rubber Company 
Master Meta! Products, Inc. (HPF) 
Mealpack Corporation (HPF) 
Meese, Inc. 
Melrose Hospital Uniform Co., Inc. (HPF) 
Menge Company 
Mercer Glass W ork 
Miller Rubber Sundries Division 
Minneapolis-Honeywell Regulator Co. (HPF) 
Moore, Inc., P. O. 


Mosaic Tile Company tollowing page 


Quicap Company (HPF) 


Riker Laboratories, Inc. 

Ritter Company, Inc. (HPF) 
Rixson Company, Oscar C. (HPF) 
Robertson Co., H. H. 

Ross, Inc., Will 

Rowell Laboratories 

Royal Metal Manufacturing Co. 


Ss 


Salvajor Company 197 
Schrader's Son, A. 110 
Seamless Rubber Company (HPF) 7 
Seven Up Company 161 
following page 112 

18] 


Sexton & Co., John 

Shampaine Company (HPF) 
Sheldon & Company, E. H. 152 
Simmons Company (HPF) following page 48 
Sklar Manufacturing Company, J. (HPF) 3rd cover 
Sloan Valve Company 2nd cover 
Smith's Sons Co., John E 199 
Smith & Underwood (HPF) 134 
Spring-Air Company 4th cover 
Standard X-Ray Company (HPF) 18 
Straus-Duparquet, Inc., Nathan (HPF) 136 
Swartzbaugh Mfg. Co. (HPF) 174 


T 


Tennessee Coal, Iron & Railroad Company 

Thonet Industries, Inc. 

Toastmaster Products Div. of McGraw Electric 
Co. (HPF) 

Toledo Scale Company (HPF) 

Torrington Company 

Troy Laundry Machinery Division (HPF) 


U 


Union Carbide and Carbon Corporation 
Air Products Company, Unit 
Unipress Company, Inc. 
U. S. Hoffman Machinery Corp. (HPF) 
U. S. Industrial Chemicals, Inc. (HPF) 
U. S. Plywood Corporation following page 
U. S. Slicing Machine Company 
United States Steel Corporation 
Upjohn Company 


Vv 


Van Range Company, John (HPF) 
Vogt Machine Company, Henry 
rath. Conmeny BON 


Ww 
Warner Co., Inc., William R 
Westinghouse Electric Corporation (HPF) 
Wilmot Castle Company 
Wilson Rubber Company 
Winthrop-Stearns, Inc. 
Wood Steel Products Co. 


A 


Wyandotte Chemicals Corporation 
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\ Laundry of Hotel Suburban, 
7 East Orange, N. J. 


one Se aly Stainless steel washers, extractors, presses .. . all 
kinds of laundry equipment that use stainless 


steel, are doing a better job. And there’s no surface plating to 
peel, wear, or corrode . . . for stainless steel is a solid metal 
alloy, uniform throughout. Zippers and buttons won’t scratch 
or dent press heads made of Crucible Stainless Steel. Then 
too, Crucible Stainless Steel’s hardness resists abrasions by 
laundry truck tubs. Durable, tarnish-free, and corrosion re- 
sistant Crucible Stainless conducts heat more slowly than 
other alloys . . . stainless steel washers retain their heat... 


and turn out cleaner loads in less time. 


So, when you buy laundry equipment, make certain that it 
is of stainless steel. Stainless is your assurance of laundry 
equipment that cuts costs . . . and increases the cleanliness 
and efficiency of your plant. Remember, laundry equipment 
of Crucible Stainless costs no more than other equipment. 
CRUCIBLE STEEL COMPANY OF AMERICA, Chrysler Building, 
New York 17, N. Y. 


CRUCIBLE first name in special purpose steels 


STAINLESS STEELS 
ff-y years of Hine steelmaking 


TAINLESS * ! 5 ED? FOOL ® Lto " MACH NERY * SPECIAL PURPOSE STEELS 
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New I50 P.KV.. 
Mobile 


Therapy 
Unit 








} & 


For maximum f-l-e-x-i-b-i-l-i-t-y in intermediate 
and superficial x-ray therapy—aad the 
advantage of being easily and quickly 
moved about, Standard’s New Model 150 P. KY. 
Unit is winning acclaim. This newly 
designed and Standard-built apparatus is 
readily adjusted for any desired positioning 
of the beam to the patient. The unit's 
narrow width and large casters assure 
“@ easy movement through doors ind 
in and out of elevators. As a matter of 
fact only 18 Ibs. pressure will start 
it and 15 lbs. will keep it rolling! 
The unit's unusual mobility 
makes it ideal for use at the bedside 
or as auxiliary equipment to supplement 
stationary equipment in the X-Ray Department. 
Construction throughout is of the highest 
Standard quality. The tube is cooled by circulating 
water—but NO water connections are necessary. 
Operates on 110 or 220 volts. Capacity 
up to 150 P. KV. continuous operation. 
Ask your nearby Standard dealer 


for complete specifications, details 


< and quotations. Or write direct for information 


and the name of your Standard dealer. 


1932 N. BURLING ST., CHICAGO 14, ILL. 


RAY CO. 
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Surgical Glover 


Surgical gloves are not all alike, some offer extra advantages 
important to your hospital staff. Your surgeons know the advantages Rollprufs 


offer. Only by “specifying” can you be sure to get them. 


FLAT-BANDED CUFFS — an exclusive Pioneer feature. No 
wrist roll-down during surgery — less chance of tearing 
PIONEER ROLLPRUFS — of finest natural latex or DuPont 
neoprene. Neoprene Rolliprufs are free of dermatitis 
causing allergen sometimes found in natural rubber — are 
in the new hospital green color for easy sorting 
DURABLE-sheer, for sensitivity, yet tough to stand extra 
trips to the autoclave. Longer life means lower cost 
COMFORT-FIT — all Rollprufs, both natural latex and 
neoprene, provide extra comfort, are less tiring in long 
wear. It pays you to insist on Roliprufs. Specify the gloves | 
that help to better surgery—and make your budget go 


further. Your supplier has or can get them, or. write us RUBBER COMPANY: 


‘ : : 750 TIFFIN ROAD WILLARLE 
See our complete Surgical Glove Catalog in Hospital ‘Kaatp 


Purchasing File. 
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Unique washing principle of the Hoffman “Shell-less” 
washers processes loads faster — saves space, water, 


steam and supplies. 


The Hoffman 50-inch unloading extractor saves time 


and cost of handling wet and extracted loads. 





Sable: id = te tl A OE ht 


City ‘Hospital of a Gains Important Laundry Economies 
bY Moforuizing with HOFFMAN [Equipment 


Better laundry operation need not mean junking all existing 
equipment, and sizable new investment. Take the case of the 
private, non-profit City Hospital of Akron. 

A few years back, it decided that laundry efficiency could be 
improved with larger washers, Studies made by a Hoffman 
Laundry Engineer suggested the installation of two “Shell-less” 
washers (for increased capacity and future needs) and of a 50- 
inch unloading extractor to match their output. Also, recom- 
mendation was made that two 36 x 30 “Ucon” tumblers be added 
for economy in handling small lots. Except for a revised floor 
arrangement, balance of the equipment was machines already 
in use, 

Without any increase in physical size, capacity of the laundry 
has been increased 31%. Operation of “Shell-less washers has 
meant big savings in water, fuel, supplies and linen. With the 
unloading extractor, washing and handling time and labor have 


been substantially reduced. 


SEE HOW YOU CAN SAVE—Write for a FREE Survey 


. MACHINERY 
U. S. HOFFMAN (2:22: 
7 e 107 Fourth Ave., New York 3,N.Y. 


COMPLETE LAUNDRY EQUIPMENT SERVICE FOR THE INSTITUTION 
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MENGEL 
means QUALI TY 


ta Aollow- Core 
FLUSH DOORS 


1. Balanced seven-ply construction to provide controlled reaction 
in changing weather conditions. 
2 Hardwood construction throughout — stronger, more durable 
free from grain-raising, more easily and economically finished 
3 Exclusive Insulok grid core material has inherent resiliency 
cannot cause warping, nor transfer grid pattern to faces 
4 Greater strength. Adequate core stock surface area provides 
maximum gluing surface and resistance to warpage 
§ Precision key-locked dove-tail joinings of stiles and rails add 
strength and stability. 
6 Ready to finish. Door faces are smoothly belt-sanded. ‘Stiles 
are machine-planed at factory —prefit to standard book sizes 
y Fully guaranteed. Each door must meet rigid quality control 
standards and constant inspection throughout manufacture 
8 Menge! Flush Doors are economical — no mouldings to paint — 
no corners to collect dirt. Smooth hardwood 
surfaces are less absorbent and less costly The Mengel Co., Plywood Division 
to finish—easier to clean and longer-lived. a tals South Fourth Street, Louisville, Ky. 
W rite for complete specifications. Use the coupon. Gentlemen: Please “ me, without obligation, 
eT aad sd ted SiGe Doo Flush 
7%, ager I on Stabilized 
MENGEL STABILIZED SOLID-CORE DOORS on we eer ra ee 
the finest products of their type on the market. 








a 
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THE PATIENT COMES FIRST 


In Any Recommendation 
We Make 


ae ee ay One ee The Castle Instrument Washer- Sterilizer 
with the Hi-Speed Sterilizer make an 
ideal team. Each eliminates a specific 
threat to patient safety: 


1 The Washer-Sterilizer washes and 
gives ideal sterilization of all operating 
instruments. It enforces rigid, inflexible 
aseptic technique and saves drudgery and 
mess in the operating suite. It is a highly 
efficient routine sterilizing tool which is 
in nearly constant use. 


2 The Castle Hi-Speed Sterilizer proc- 
esses instruments dropped, or suddenly 





required through change in trend of 
surgery, or an instrument overlooked 
when kit was originally prepared. The 
Hi-Speed is extremely fast. It is primarily 
a stand-by and should be ready for in- 
stant use whenever an operation is in 


progress. 


The combination of these two Castle 
sterilizers to meet two separate problems 
is the ideal for patient safety. 


soa Fie Bi SY BRP 
ee Wie ws Be eK OS -.-(8 
}= 


Left: Hi-Speed Emergency Instrument Sterilizer. 





itt 


Right: Instrument Washer-Sterilizer. Both Recessed. 


Sometimes because of budget limitations one piece of equipment 
must do the work of two. In this situation, the Washer-Sterilizer 
can be used in an emergency as a simple, high-speed pressure 


instrument sterilizer. It is designed to do this job quickly and well. 





For full details see your Castle dealer or write: Wilmot Castle Co., 
175 University Ave., Rochester 7; N. Y. 








Instrument Washer-Sterilizer, 
Cabinet Model 


LIGHTS AND STERILIZERS 
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the Bedpan 


...for generations the most 
unwelcomed, unwanted, 
uncivilized piece of equip- 
ment in the hospital... 


IS NO LONGER NECESSARY 


eliminates the bedpan 


It ends patient embarrassment and the nurse’s most un- 
wanted task. It saves time expended in carrying, cleaning 
and sterilizing bedpans, urinals, emesis and wash basins. 

It saves money and space by reducing the number of 
bathrooms required for patients. It is easily installed and 
convenient to use. 

Now is the time to make the 
LAVOILET a part of anticipated 
planning — whether it be build- 
ing, expanding, or modernizing. 

May we send you more details? 


At right — full length 
view of Lavoilet which 
provides flushing toilet 
and lavatory with hot 
and cold running water. 


Patient may use toilet 
or lavatory, in or out of 
bed. Toilet is automat- 
ically (electrically) ad- 


sted to bed height. bi igen ae 
ee Gs, PLAN WITH AMERICAN 
Y ... the first name in hospital supplies 


AMERICAN HOSPITAL SUPPLY CORPORATION 


GENERAL OFFICES e EVANSTON, ILLINOIS 
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Build 
fomorrow’s 
hospital 

on paper 














Here are two facts of tremendous importance to architects, 
hospital superintendents and building committees: 


1 — In one year, 500 hospitals changed to complete 
or partial paper meal service. 

2 — One hospital alone saved $300,000 in 7 years 
through the use of paper service. 


Consider then the possibilities for economy when new hospitc's 
are designed for paper service! There would be less space 
needed for kitchens, pantries; no need for elaborate 
dishwashing equipment, double sinks, soiled dish counters, 
endless supplies of soaps, powders, scourers. Far fewer 
employees would be needed. 


Through the use of Lily* Matched Design Hospital Service, 
many of these economies are in actual practice today. Reports 
of savings made by various hospitals are available for your 
inspection. 


Write to Lily today for the full story of paper service. 


LILY-TULIP CUP CORP. 
122 East 42nd St., New York 17, N. Y. 


Chicago * Kansas City * Los Angeles 
San Francisco * Seattle * Toronto, Canada 


*T.M. Reg. U.S. Pat. Off 
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Norfolk Stote Hospital, Norfolk, Neb. 
(Regular kitchen chefs shown in photo) 


——een 


ee 


VMI 


I going strong 


a 


on. G.€ CHARLTON 
SUPERINTENDENT 


State of Nebraska 


NORFOLK STATE neeeree 


NORFOLK 


April @ 
1950 


The Aluminum Cooking Utensil Company 


100 Dierks Building 
Kansas City 6 
Missouri 


Gentlemen: 
Aluminum 
For the past twenty years or mates Wty in ee 
been use’ 
Jacketed Kettles have Te eae 
2 te Norfolk State Hospital, Norfolk, he ann ape 


king qalities have served us in aay oe of Ow kettles are 
oa wating beef, pork, and even omg service. In our 
to roas daily use after twenty-five years help, Wear-Bver heavy 
== which uses @ great deal oN ae outstanding 
are have given us over 
peor J aluninum utenst xorfolk very much appreciate Wear-E 
service. 


Aluninu. 
Very truly yours, 
Lae: ° 
or 


Glen E. Govig 
Food Administrat 


These kettles haven't been “babied” 
either. Notice what Norfolk State 
Hospital says about using a great 
deal of inmate help. 


Today, Wear-Ever Aluminum Steam 
Jacketed Kettles are made of a 
recently developed alloy that is much 
harder than any previously used. 
This extra-hard alloy is further 
assurance that Wear-Ever Aluminum 
Kettles are built to LAST. 


Approved sanitary construction, 
unbeatable cooking qualities, tangent 
draw off, space-saving design, new 
features ... ask your dealer for 
information about these and other 
outstanding Wear-Ever advantages. 
Or write: The Aluminum Cooking 
707 Wear-Ever 
Building, New Kensington, Pa. 


Utensil Company, 





i i el 
The Aluminum Cooking Utensil Company 
707 Wear-Ever Building, New Kensington, Pa. 


Please send me complete descriptive information regarding 
your new line of steam jacketed kettles in extra hard alloy. 


NAME 
» 


- wa 
ANNIVERSARY 


INSTITUTION 


J ADorass. -: 


! city STATE 


bet 00 eb eh een an oh eee eg 
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WYANDOTTE FLOOR WAX 
IS 9 WAYS BETTER 


FOR WOOD, ASPHALT, RUBBER TILE, 
CEMENT AND LINOLEUM FLOORS 


WyYANborre Floor Wax is a no-rubbing, emulsion-type wax. It 
is water-repellent. listed by the Underwriters’ Laboratories as 
“anti-slip.” It contains a minimum of 12.5% solids. When 
Wyandotte Wax is applied. the water and volatile emulsifier 
are evaporated, leaving a hard, dry wax surface with a satin 
not tacky. It may be 
polished to a high gloss. Two coats on a clean floor are usually 


sheen. This surface is not slippery ... 


sufficient. Each additional coat gives greater beauty, longer 
wear, and increases slip resistance. Ask your Wyandotte Repre- 


sentative or Supplier to demonstrate the “finger-skid”™ test. 


@ Anti-slip 

@ Washable 

@ Strips easily 

@ Resists dirt and wear 

@ No rubbing 

@ Easy to maintain 

@ Carnauba wax base 

@ Contains no shellac or resins 


@ 100% vegetable wax 





THE WYANDOTTE LINE—floor and wall cleaners: Deter 
gent, F100; marble cleaner and poultice: Detergent; tile 
and porcelain cleaners: Detergent, F-100, Paydet; cement 
cleaner: El-Bee; floor wax: Anti-Slip Wax; germicides and 
sanitizers: Steri-Chlor, Spartec—in fact, specialized prod- 
ucts for every cleaning need. 





WYANDOTTE CHEMICALS CORPORATION 


Wyandotte, Michigan e Service Representatives in 88 Cities 


yandotte 
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S IMPORTANT AS 4p 
THE BUILDING 
ITSELF 


THE CONTROLS 
THAT GIVE 


HOSPITAL 
COMFORT 


Tuis room thermostat looms large—and for a 

purpose! We are emphasizing its importance in In every hospital, the quality of service delivered 
the modern hospital. More and more, hospital by the heating or air-conditioning system is in 
administrators recognize the advantage of indi- exact proportion to the quality of controls 
vidual room control to governing the system. Honeywell controls are 
maintain the prescribed quality controls. Specify them. 


>> a 





temperature for rapid con- Minneapolis-Honeywell maintains Factory and 


itt i valescence. And patients, Branch Offices in all principal cities. Consult 


} 
| 
HH 
) 

eee bn bent comfort that is provided. matic control problem. 
ROOM THERMOSTAT 
The Symbol of Modern 
Temperature Control 


likewise, appreciate the experienced Honeywell engineers on every auto- 





Mail the coupon for free booklet—"'Plan Your Hospital’s Atmosphere”’. 


MINNEAPOLIS -HONEYWELL REGULATOR COMPANY 
AP 2665 Fourth Avenue South . Mi polis 8, Mi i 


Honeywell 
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Papers for patients make talk for South Dakota hospital! 
Every morning patients in a noted South Dakota hospital 
receive copies of the local morning newspaper with their break- 
fasts. This little extra touch is deeply appreciated by the pa- 
tients, has won the hospital a great deal of praise. 











A well-known Illinois hospital has speeded up its mealtime service 
DOUBLE DISHES tremendously by using two distinctive dish patterns. One type is 
used for tray service, the other for the employees’ dining room. 
BRING Efficiency is increased because smaller-sized dishes are needed for 
SUPER SERVICE! patients’ trays, and these dishes are easily distinguished from the 
dining-room dishes by the pattern. Patterns were picked so that 

both types could be easily used together in an emergency. 


o a7) 
“€ WHO TALK ABOUT GOOD FOOD 
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People have confidence when they see this AAA sign. 
Experience tells them it means high standards of quality. 


In your restaurant or hospital, you can use similar 
“signs” to convince folks you serve outstanding 
food. These “signs” are famous brand names you list 
on your menus or display on your tables. 
Nationally-known brands convince people you serve 
outstanding food, because they use these same 
brands in their own homes. 


Such famous brands are Snider’s Condiments, 

Log Cabin Syrup, Post’s Cereals, the special 

institution blend of Maxwell House Coffee; and all 

the other General Foods Institution Products. Let these 
products show people the fine quality of your food. 


Get Premium Quality at 

No Extra Cost with SNIDER’S! 
Snider’s Condiments are used regularly 
in millions of homes. Putting them 

on your tables immediately stamps you 
as a server of quality foods. Yet 
Snider’s cost you little, if any, more 
than ordinary brands. And Snider’s, 
as do almost all the General Foods 
Institution Products, give you valuable 
prize coupons you can now redeem for 
your choice of more than 1,400 prizes. 


“GENERAL FOODS! 


Products of General Foods 
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...» POST-OPERATIVE SAFETY 


is increased by using the 
new Hausted Wheel Stretcher 


MOVES PATIENT OVER THE BED - - 


With a simple turn of the crank the 
Stretcher moves over the bed. 


THEN TILTS TO TRANSFER POSITION 
Just continue to turn the crank and the 
stretcher top tilts to the proper angle. 


TRANSFERS PATIENT WITHOUT EFFORT 

When the stretcher top is tilted one 
nurse can quickly and easily transfer 
the patient from stretcher to bed. 














The Hausted “Easy Lift” Stretcher has been 
designed to provide maximum safety for patients, 
even after the most delicate of operations. The 
patient remains absolutely inert during the en- 
tire transfer from stretcher to bed There is 
no need to disturb the patient by lifting as is 


necessary with old style equipment. 


Every feature of the Hausted unit has been 
designed with the patient’s safety in mind. For 
instance, as the top tilts it recesses into the 
mattress of the bed. This provides a “locking 
action” that prevents all movement of the 


stretcher during the patient transfer. 


The “Easy Lift” 
Stretcher combines 
the features of sev- 
eral old type units. 
No longer need hos- 
pitals buy several 
pieces of equipment to 
transfer patients. 








Contact your Hos- 
pital Supply Dealer 
or write to us direct 
for descriptive liter- 
ature and prices. 


PAT. APPLIED FOR 


‘eet: BO ORS Be 
wee. strercHens MeV Leis Vangel ii. (ce a@e) oh g 
MEDINA, OHIO 
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you can 6€ SURE.. ie irs 
Westinghouse 


o +. increases 
the capacity of your 
radiographic facilities 


Past experience has proved that the use of Westinghouse Photo- 
timers can at least double the number of patients your present 
facilities will handle. 

Westinghouse offers a complete line of phototimers for every 
radiographic purpose. Now, even more, you can be SURE of your 
techniques. With but simple settings, Westinghouse Phototimers 
assure you of: 


1. Films of constant density, regardless of 
part thickness or pathology. 


2. Fewer retakes. 
3. Proper timing under all conditions. 
4. Conservation of your time. 


Call your local Westinghouse X-Ray Representative to learn 
how phototimers may be added to your present equipment or 
included when you purchase new apparatus. Or, if you wish, 
write to Westinghouse Electric Corporation, 2519 Wilkens Ave., 
Baltimore 3, Maryland, J-08234 
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Speedy MOLLRATH the diversified Line 


FOR COMPLETE SURGICAL, CLINICAL and BEDSIDE SERVICE 


¥ ® 


Stainlles Ste 
POLIO-PAK 
HEATERS 


Easy and simple to operate. 
Equipped with cut-off switch 
that prevents damage to heat- 
ers if inadvertently allowed to 
boil dry. Ideal for any hot- 
pack therapy, including hot- 
pack treatment for poliomye- 
litis. Circulars on request. 


ii 


STERILE PITCHER : 
No. 8244 412-Qt. BEDSIDE SET 
SOLUTION PITCHER No. 8110 Tray @ No. 6847 7-Oz. Tumbler 
No. 8231 1-Qt. No. 8232 17%-Qt. No. 8211 1-Qt. Jug @ No. 8221 Cover 


COMPLETE CATALOG 


EMESIS OR PUS BASIN 
No. 8856 %-Qt. © No. 8858 /-Qt. 
BED PAN 
Ne. 8900 (Child’s) 12%’ x 914" 2 3% No. 8860 '%.-Qt. © No. 8862 1%-Qt. ON REQUEST 
No. 8901 (Adult) 14° x 11% x 4'%n 


SHEBOYGAN, WISCONSIN 


COVERED INSTRUMENT TRAY MALE URINAL NEW YORK « CHICAGO « LOS ANGELES 
No. 8312 1236" x 7's" x 2% No. 8915 1'%-Qt. 


SINCE 1874 : 


“VOLLRATH 
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Surprising Differences Revealed 


in Catgut Digestion... 


Surface-Chromicized Catgut 
THE MATERIAL: Surface-chromicized after spin- 
ning and drying. The chrome concentration is very 
high in the surface layers and relatively low in 


the core of the strand. 


THE RESULT: In enzyme solution, the core of 
most surface-chromicized catgut digests readily, 
leaving a hollow cylinder which separates into 
ribbons. 

This cylinder may be excessively resistant to 
enzyme action and persist in tissue, frequently 


leading to knot extrusion. 


Enlarged photograph of five stages of digestion of surface- 
chromicized gut in trypsin solution. 


Ethicon Tru-Chromicized Catgut 
THE MATERIAL: By the Tru-Chromicizing meth- 
od, individual ribbons of catgut are soaked in 
chrome bath before they are spun into st rand, per- 
mitting uniform deposition and full control of 


chrome concentration. 


THE RESULT: The Tru-Chromicized strand has 
the same chrome content from periphery to center, 
and hence exhibits uniform enzyme resistance 
throughout digestion. Ethicon’s Tru-Chromicized 
gut digests on the surface and retains its integrity 
asa unified suture until digestion approaches com- 


pletion. Total digestion eliminates knot extrusions. 


Ps ’ Enlarged photograph of five stages of digestion of Tru- 
{ ‘2 “i Chromicized gut in trypsin solution. 
Siuluvts 


Order from your surgical dealer 
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Use these new 


aids to improved 


surgical technic 


ETHICON SPECIALTIES 
OF INTEREST TO 
ALL SURGEONS 


In all your operative procedures, you are 
concerned about the smooth recovery of the 
patient without subsequent complications. 

Here are two of Ethicon’s contributions 
to safer, simpler surgery—Bio-Sorb Powder 
and the Seamless Atraloc Needle. 

Bio-Sorb Powder displaces the always po- 
tentially dangerous talc. 

Seamless Atraloc Needles, with the smooth 
shank, possess uniform high temper, without 
soft areas. Parallel flattened surfaces permit 
firm grasp by needle holder. All points are 
hand-honed. 

If you are not familiar with the many ad- 
vantages of Bio-Sorb and Atraloc, your local 
representative can supply full information. 


Order from your Surgical Dealer 


Color photograph of a group of Color photograph of small bowel 
adhesions showing the aggluti of a dog treated with Bio-Sorb 
nated talc masses appearing as Powder. Note complete absence of 
white flecks within the adhesions. adhesions or demonstrable inflam- 


matory reaction, 


Glove Powder Adhesions Eliminated 
With New Bio-Sorb Starch Powder. 


Postoperative adhesions caused by glove powder have long been a se 
rious concern of surgeons and operating room assistants. All published 
studies agree that tale as a glove lubricant is unsafe. 

As a replacement for talc, a wholly safe and efficient dusting powder 
is now available. This new powder, called Bio-Sorb, is a mixture of amy- 
lose and amylopectin, derived from corn starch, which has been treated 
by special physical and chemical means to prevent gelatinization when 
the product is autoclaved. It is treated physically and chemically to 
assure good lubrication after sterilization. 

Tale consists chiefly of magnesium silicate. It causes granulomatous 
reactions in tissue, resulting in intra-abdominal adhesions, persistent 
sinus formation, or nodules in the wound. 

Implantation of glove powder may occur from unwashed gloves, per- 
forations in gloves, spill on to sponges, instruments and suture material, 
and by the air-borne route. 

Bio-Sorb is compatible with body tissues and is rapidly absorbed. It 
does not injure rubber gloves. It fits regular O. R. 
technics. Costs less than 2 cents per operation. Bio- 

Sorb has been used over three years in several hun- 

dred hospitals. Complete literature mailed on request. q Prewan one 
z| PHARMALY 
A 

BIO-SORB POWDER “WW. 

BRAND OF STARCH CDERIVATIVE OUSTING POWDER bs 





FOR ABDOMINAL CLOSURE 


Six New Needles Serve Most All Purposes 


For Ob., Gyn. and general closure, sutures swaged to eyeless needles 
are increasing in preference among surgeons. 

The Atraloc seamless needle draws a single strand of suture through 
the tissues, eliminating confusion and minimizing trauma. 

After extensive research in surgeon’s preferences, Ethicon designed 
the 6 needles shown at left, which meet the requirements for 80% of 
the needles used in abdominal closure 

These needles are swaged to Ethicon’s Tru-Gauged, Tru-Chromicized 
Surgical Gut, noted for its strength and flexibility. 


ETHICON SUTURE LABORATORIES 


INCORPORATED 


Suture Laboratories at New Brunswick, N. J.; ¢ hicago, Ill.; Sao Paulo, Brazil; 


Sydney, Australia 


In Scotland: Mersons (Sutures) Ltd., Edinburgh 









































The LIVSEY INFANT 
INCUBATOR is low 
in original eost; low 


in operating cost. 


YA <0) UNOP> 
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CSA. 


APPROVAL 
No. 10303 


TO PROTECT DELICATE LIVES 


LIVSEY has many other modern, improved features: @ Neg- 


The LIVSEY INFANT INCUBATOR is especially designed 
for one purpose: to protect the infant’s life. It is precision 
made of the finest materials; constructed for administration 
of aerosol therapy and oxygen, as well as other advantages, 


conveniences and protective safeguards 


Only LIVSEY uses RADIANT HEATING, which offers the 
most steady, even, continuous warmth available in an incu 
bator. Heat waves are radiated from the entire bottom and 
back surfaces of the infant compartment. There are no over 
heated or cold areas. The temperature is easily adjusted by 
means of a single control. An infant’s life depends upon the 
complete reliability of the incubator, its ability to offer a 


precision balanced performance. The difference saves lives 


LIV 


ligible heat loss when lid is opened to tend infant, @ Easy to 
clean — heating mechanism located entirely outside the infant 
compartment, @ Long lasting heating elements designed espe- 
cially for our incubator, @ One control, @ Simple humidity 
regulation @ Most efficient oxygen connection available, 
e Blanket and clothes warming compartment, @ Streamlined 
hospital type cabinet, @ Fireproof construction, @¢ Immediate 


delivery 


Tested and approved for safety and reliability by Under- 
writers’ Laboratories and Canadian Standards Association 
Write to the LIVSEY Equipment Company, Dept. 11, Box 
830 Warrensville Station, Cleveland 22, Ohio, for a free 


descriptive brochure 


> & F 
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Frederic Fenger, a pioneer in the field of Endo study of the thy » was an all im 


crinology, has completed 44 years of continuous nt contnbutio ) » scientist Fenger. His 
investigation in this field while associated with collaboration, in 1913, with Seidell of the United 
The Armour Laboratories t . blic Health 


1 the study of the seasonal quest 
Frederic Fenger, a nepl 


a eV renowned variation of the iodine content in livestock Jetterhead, 
surgeon and lecturer, Christian ver, was born 

in Copenhagen, Denmark r 12, 1877 

He graduated from the University of Copenhagen ssing of thyroid for medicinal purposes 

in 1901 and came to the United States in 1904 ge assisted in the = standardization § of 


In 1906 he joined The Armour Laboratories, and ‘osterior Pituitary preparations and prepared the 


developed the research laboratory of organo first standard, which was adopted later and still 
therapeutics. During his active labo reh emains the standard for determining the oxytocic 
Fenger published 6 articles. His early work on activity of the posterior pituitary gland 

enzymes assisted greatly ina clearer understanding enger’s assistance to the many early investi ARMOUR 
of enzymosis as related to body function, as well gators in the field of Endocrinology was world 

as the application of en ymoti tion when applied ¢ , 


2 ° 
entists received their early guidance Laboratories 
to many chemical processe In 192 Free from Fer 


gers nspirations and relied on his 
Fenger produced a 70,000 Pep and innate creative ability to supply them 
precipitation — this ts the purest kno for with the in 


animals introduced the need for accurate stand 
ion procedures in the manufacturing and 


CHICAGO 9, ILLINOIS 


itial starting material for many pioneer 


of this digestive enzyme nvestigations in endocrinology 
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Metabolic combustion is at a very low level in myxedema and 
cretinism. In lesser, subclinical or partial deficiencies physio- 
logic oxidation is more rapid but still below normal. For both 
minor and major thyroid deficiencies, the quality of the 
thyroid medication is of utmost importance. 


Thyroid Armour 


is made from the world’s largest supply of fresh raw 
material. Armour selects and blends the animal 
glands in order to compensate for their regional and 
seasonal variation in iodine content. Armour was 
also first to institute methods of assaying and 
blending the glands to fixed standards. 

Supplied in 7s, 4, 4, 1, 2 and 5 grain tablets, 
plain or enteric coated, and in powder, U. S. P. 


ARMOUR 
Laboratories 


Have confidence in preparation 


you prescribe — specify “Armour” 


HEADQUARTERS FOR MEDICINALS OF ANIMAL ORIGIN CHICAGO 9, ILLINOIS 
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PROTECT 


your mental patients 
with the first complete 


Ctychiddee Clackage Wenilei 


The FENESTRA protection 


Window vents, small, with openings limited, 
to bar escape 


Flush installation inside to eliminate ledges— 
no climbing 


No locks or bars to suggest restraint or detention 


Removable adjuster handle—easily concealed 
by attendant 


Safety Screen with concealed shock absorbers 





The FENESTRA Package 


* Strong, good-looking window 
* Adjuster and bronze handle 
* Metal casing 


* Choice of Safety, Protection or Fly Screen 


ea abe 





Flush Inside Screen 





Fenestra* Psychiatric Package Windows provide 
abundant daylight, controlled ventilation, easy 
operation. They're weather-tight—double con- 
tact all around ventilators. They’re cleaned and 
screened easily from inside the room. Their 
Bonderizing and baked-on prime paint pro- 
tect against rust. Made of steel, they are fire-safe. 

The Fenestra Safety Screen is made of stainless 
steel and double crimped mesh of tremendous 
tensile strength. Protection Screen has same 


features except for shock absorbers. Both keep 


out insects as effectively as does the Fly Screen. 

For real protection for your patients—at re- 
markably low cost—select this new Fenestra 
Psychiatric Package Window. Call your Fenestra 
Sales-Engineer, representative of America’s oldest 
and largest steel window manufacturer, for full 
information. See the yellow pages of your tele- 
phone directory. 

Or write to Detroit Steel Products Company, 
Dept. MH-7, 2258 East Grand Boulevard, Detroit 
11, Michigan. “R 





CNESTIA » WINDOWS + DOORS + PANELS 
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a Large Volume Drying 
— at Lower Cost 


with the 


> HUEBSCH 42” 


Double the Capacity & lar 
of a 36” x 30” 4-coil ; 

Laundry Tumbler, only 

$770.00 f.o.b. Mil- 

waukee, Wis., Temper- 


ature Signal Extra. 


Better-Byilt by 
HUEBSCH y MginAlOtd 


Inventor and World's 
Largest Maker of 
Open-End Drying Tum- 
blers. 


If you want faster, more efficient drying than you have ever had before, the 
HUEBSCH ‘‘42”' is the buy for you. All of the money-saving advantages above 
, have been proved in actual use. Although the ‘‘42"’ has a large capacity of 100 
Another Top Producer Ibs., it occupies less space than you would normally expect. Flexibility in opera- 
HUEBSCH gas-heated TUMBLER tion is another important asset. A battery of HUEBSCH Tumblers, each operat- 
ing independently, assures you of continuous operation in the event one is 

temporarily out of commission. 


eal 


Ideal for small laundry installations 
or as an additional unit for extra 


capacity. Three sizes: 36’’ x 30”, Before investing in drying equipment, investigate the HUEBSCH ‘‘42.”" Let 


36’ x 24'", 36" x18". L ° : : 
dh = P oral Sonhtodben us give you the complete details, plus proof that for efficient, large volume 
operation. Has all HUEBSCH design drying, the ‘*42’’ has no equal. 


d construction advantages. Low cost. 
and construction advantag ad See Your Huebsch Representative or Write, Wire or Phone Us Direct 


Open-End Tumbler Handkerchief lroner and Fluffer Pants 
Shaper Automatic Valves Feather Renovator Double 
Sleever Collar Shaper and Ironer Garment Bagger 

Cabinet and Garment Dryers Washometer Hosiery lroners 
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“Our Baking and Roasting Ovens 
Prove that 


5 the most Versatile 
GAS Economica ! Fuel 


for VOLUME COOKING” 


A. Lucille Brooks, 


Supervising Dietitian 


Partial view of kitchen showing some of the modern Gas Equipment 
and illustrating the compactness of the Gas-Fired Variety Ovens. 


ce 


—,, 


Mu tti-Purpose PERFORMANCE is a pretty important fac- 
tor in the selection of kitchen equipment for volume food 
preparation—the kind of flexibility you find in the modern 
Gas Ovens at Homer Folks Tuberculosis Hospital, One- 
onta, New y ork. 


These sectional Gas Ovens, with separate automatic 


berculosis Hospital 


, New York 

Wii - IFA temperature controls for each chamber, are used for a 

. e ee wide variety of baked goods as well as for heavy-duty 
roasting. As Miss Lucille Brooks, Supervising Dietitian, 
expresses It 

“Although we often require the total capacity, there are 
many times when we need only one or two chambers and 
then our Gas Ovens provide just the temperatures required, 
quickly and with a remarkable saving in GAS cost.” 

Like all modern Gas Cooking Tools, these sectional 
ovens are ethcient, clean, and economical—with the ver- 
satility of performance which facilitates cost-control in 
volume food preparation and service. 

With modern Gas Equipment you need not sacrifice any 
of the essentials of good cooking, or efhcient kitchen opera- 
tion, because GAS offers every advantage in economy, 


cleanliness, speed and flexibility. 


Today is a good day to call your Gas Company Repre- 


sentative for a check-up on modern Gas Equipment. 


R 


, Ince, 


y 


AMERICAN GAS ASSOCIATION 


120 LEXINGTON AVENUE, NEW YORK/17,N.% 
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MINIMIZE FOOD SERVICE 
FLOOR SPACE! 


SYSTEM 


FOR BETTER FOOD SERVICE 


@ The Mealpack System permits the 
serving of delicious, piping hot meals at 
any time—even two or three hours after 
cooking and packing. It minimizes floor 
space .. . reduces extra equipment and 
personnel required for floor pantries. It 
combines the advantages of both the cen- 
tralized and decentralized serving systems. 

In short, MEALPACK provides a conven- 
ient, time-saving and labor-saving method 
of serving more appetizing, nutritious food 
—at lower cost. 


above: The TRAY CART is 
a “portable floor pantry.”’ 
Loaded with individualized, 
vacuum-sealed hot meals, it is 
easily rolled to wards and 
rooms. Soups, beverages, ice 
cream, etc., are stored in insu- 
lated steel dispensers and dis- 
pensed at the serving point. 
Tray Cart needs no heat. 


Write for the complete Meatrack story 


Le Va Va aide) ate] Fv wale), | 


2014 Ridge Avenue, Evanston, Illinois 
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below: Heart of the 
MEALPACK SYSTEM 
is the sturdy stainless 
steel CONTAINER. Pat- 
ented design and con- 
struction provide a 
self-forming vacuum 
which seals-in the 
original cooking heat 
and flavor. 





Don’t Settle for 
Less Than 


The BEST 
Air Conditioning 


ST 


~ 


“NE 


4-WAY DIRECTIONAL AIR-FLOW 


I 


COMPLETE STALE 
AIR EXHAUST 


More and more hospital patients are 
demanding air conditioned rooms for 
greater comfort, and closed-window 
freedom from dirt, pollen and noise. 

You can easily satisfy this demand 
with Yorkaire Room Conditioners— 
window-sill and console models that 
require no water or plumbing. 

York’s sixty-five years of leader- 
ship in air conditioning is your guar- 
antee that Yorkaire Room Condi- 
tioners are your best bet. 

Among York’s ‘‘firsts’’ is a 
completely Hermetically Sealed Re- 
frigerating System—which is totally 
tamper-proof—and carries a full five- 
vear warranty. That's your assurance 
that a Yorkaire Room Conditioner is 











Tey 


as dependable, as trouble-free as the 
most modern home refrigerators. 

A unique Pump-Out Control quick- 
ly exhausts stale air, antiseptic or un- 
pleasant odors, and a seven-ply dis- 
posable filter cleans the room air of 
dirt, dust, pollen. 

In addition, the Yorkaire Room 
Conditioner provides year round cir- 
culation and ventilation of immacu- 
lately filtered air—without cooling— 
whenever desired. 

In company with hospital adminis- 
trators everywhere, you'll discover 
that you'll quickly amortize the low 
cost of Yorkaire Room Conditioners 
with a nominal room surcharge... 
tap a welcome source of new revenue. 

Improve your “problem” rooms... 
make them your most desirable rooms 
through year round ventilation, and 
closed-window freedom from dust, 
dirt, pollen and street noises. Install; 
ing a Yorkaire Room Conditioner is 
easy, fast. And shifting units from 
room to room can be accomplished 
as desired. 

Check with your nearest York 
Representative today for all the facts 

and details about amazing low 
prices. ork Corporation, York, Pa, 


The big advances come from Weak 


Headquarters fr - Refrigeration and Air Conditioning 
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— SS STEEL’S cost-cutting ad- 


vantages aren't confined to oper- 


ating rooms and kitchen areas. From 
one end of the hospital to the other, 
you'll find Stainless saving money 
and making work easier. 

Consider your laundry operation, 
for example. If you are using old- 
fashioned equipment, you’re paying 
for it in lower efficiency, unnecessary 
labor and wasted floor space. 

In the laundry pictured here, for 
example, four Stainless Steel washers, 


NINE OLD-FASHIONED WOODEN WASHERS were required to handle 


the load in this laundry before Staini 


manufactured by the Henrici Laun- 
dry Machinery Co., Boston, Mass., 
replaced nine wooden washers. The 
switch to more efficient Stainless 
equipment has saved the labor of 
two men and reduced the required 
floor space 50 per cent. 
Superintendents recognize U-S:S 
Stainless Steel as the ideal material 
for hospital use. This Stainless is so 
easy to clean and keep clean that 
it saves time-consuming labor and 


drudgery in maintaining the high 


Ned 


Steel 





FOUR HENRIC! STAINLESS STEEL 
WASHERS replaced nine wooden 


machines, with 22°) labor saving 


and a 50°% saving in floor space. 


standards of sanitation that are an 
absolute re quirement for hospitals. 
And | 


surpassed for withstanding hard 


-S:S Stainless Steel is un- 


knocks and severe service—it literally 
lasts a lifetime. 

You want the finest possible per- 
formance from your Stainless equip- 
ment, so always specify “U-S-S 
Stainless Steel.” Your equipment 
manufacturer probably uses this per- 
fected, service-tested Stainless, but 
it will pay you to be sure. 


AMERICAN STEEL & WIRE COMPANY, CLEVELAND 
NATIONAL TUBE COMPANY, PITTSBURGH 
WAREHOUSE DISTRIBUTORS, COAST-TO-COAST 


CARNEGIE-ILLINOIS STEEL CORPORATION, PITTSBURGH 
TENNESSEE COAL, IRON & RAILROAD COMPANY, BIRMINGHAM 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


COLUMBIA STEEL COMPANY, SAN FRANCISCO 
UNITED STATES STEEL SUPPLY COMPANY 


U-S°S STAINLESS STEEL 


SHEETS - STRIP - PLATES - BARS - BILLETS - PIPE - TUBES - WIRE - SPECIAL SECTIONS 
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Hartford Hospital Architects Coolidge Shepley Bullfinch and Abbott 


for four years 


VAN customers award 


@ The buyer of food service equipment and his architect 
will be impressed by the four year consistent parade of 
awards to Van clients by the successive annual boards of 
experts of the magazine INSTITUTIONS. 


@ No matter what kind of food service establishment . . . 
regardless of size . . . the awards 1947-1950 have given 
fresh recognition to the high quality of equipment on which 
Van's name plate appears. The 1950 Awards of Merit to 
Hartford Hospital, Hartford, and St. Francis Hotel, Canton, 
indicate again the unusual character of Van's national 
service to all kinds of institutions. 


@ if you are planning food service equipment improve- 
ments, get the benefit of Van's century of experience. 


Tho john Van Range @ 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 


0 1 OF THE EDWARDS MANUFACTURING CO. 


Hotel Roanoke . . . Roanoke 





Branches In Principal Cities : 
401 -407 EGGLESTON AVENUE CINCINNATI =, OHIO Michigan State College... Lansing 
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Wi ATEVER your chopper need, 
we've a machine to fill it. Model 2622, illustrated, 
is a grand all-around chopper for the medium to 
large restaurant or institution. Models 2112 and 
2512 are for smaller sized establishments or for 
use along with a larger chopper. Enterprise 2632 
gives high production needed in large institutions 
or in locker plants. All these choppers have the 
Enterprise design that cuts meat cleanly without 


mashing. And they're dependable! 


RK institutions where great quanti- 


ties of meat are chopped, here are the rugged" 


floor models. Butcher Boy B32 has the power and 
speed for the large establishment while B41, 
shown, has the extra capacity for even greater re- 
quirements. And for heaviest production are Mod- 
els B56 and BB56 with 27” by 54” stainless steel 
pans. The right chopper for the job means lower 
costs so get data on the complete line from U.S, 
ATTENTION SALESMEN! Like tobe in business for yourself backed 


by a great National 1 International concern? Write for details, 
NOW. Some protected territories are open 


BEST IN THE WORLD | =) OF FOOD MACHINES 


U.S. SLICING MACHINE CO., INC., LA PORTE, INDIANA 
WORLD-WIDE ORGANIZATION WITH U.S.-BERKEL COMPANIES IN 
Canada e@ England © Holland e@ Belgium e 
Spain e@ Italy @ Denmark e 


SEND COUPON FOR FULL DETAILS! 


Switzerland 
Sweden 


U.S. SLICING MACHINE CO., INC. 

Dept. MH, La Porte, indiana 

I want facts on Money-Making Choppers and 

0 Slicers Saw Tendersteak Machines 
Scales 0 Coffee Mills 


Argentina ” 


France @ Portugal e Norway @ 


Slicers 


— 
o} Name 
see 


Coffee Mills City 


— 
. la 
Tendersteak 
Machines 


State 


’ 
' 
' 
‘ 
5 
' 
t 
‘ 
' 
! 

d 
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An addition which doubled 
the capacity of Ottawa ([iil.) 
Arthritis Sanatorium and Diag- 
nostic Clinic is glazed with 
Thermopane. All winter, pa- 
tients can sit near the windows 
without feeling drafts or chilli- 
ness. Norman Cook of Ottawa 


was the architect. 


SANATORIUM GETS DRAFT-FREE WINDOWS 


You can provide patients with healthful sunshine trend toward larger glass areas without increasing 
without windowpane chill by glazing large openings heating capacity and fuel consumption. 

with 7hermopane* insulating glass. Window areas can [he economies of window walls, also, include the 

be almost doubled without increasing heat loss if fact that they require no exterior masonry nor interior 

une is used instead of single glass. furring, plaster or paint. All these economies add up 

I hermopane is more than just a window. It is, more to the fact that Thermopane is an economical wall 

vall insulation that you can see through, material for hospitals. To obtain more details on how 

g two panes of glass with a dry air space between Thermopane is being used in hospitals, write for our 


Besides providing patients with an outdoor view and Thermopane literature and a 24-page, illustrated bro- 


abundant daylight, 7hermopar nakes possible the chure “Daylighting for Hospitals’. *R 


Two Panes of Glass L 
A 
FOR BETTER VISION SPECIFY THERMOPANE / oF 
MADE WITH POLISHED PLATE GLASS | wisn Dry Air GLASS 


MADE ONLY BY LIBBEY-OWENS-FORD GLASS COMPANY 
Bondermetic Sea 5975 Nicholas Building, Toledo 3, Ohio 


Metal.to-Gloss) 
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ong talulalions /—~— 


to Masonic Home, Zenith, Wash., 


a 4 


on its Compact, 
Highly Efficient, 
Laundry Department 


PROBLEM: This Masonic Home, 
which cares for 160 elderly persons, 
questioned whether its clean linen 
problem was being handied most 
efficiently and economically. 


SOLUTION: Our Laundry Advisor 
was requested to make a thorough 
study and submit all findings. His 
report listed actual benefits to be 
obtained by installation of a small, 
efficiently equipped laundry depart- 
ment. Masonic Home then decided 
to install the laundry according to 
specifications supplied by the Laun- 
dry Advisor. 


RESULTS: The Superintendent re- 
ports savings of $833 during first 
3 months of operation. Other bene- 
fits include “better quality work”, 
“faster return of linens to service” 
and “smaller linen inventory.” 


Hospitals, large or small, are in- 
vited to discuss their laundry prob- 
lems with our Laundry Advisor 


No obligation. WRITE TODAY. 


Your hospital will benefit by selecting from our complete line 
of most advanced and productive hospital laundry equipment 


REMEMBER .. . 


Every department of the hospital 


depends on the laundry! 


dry consisting Flatwork lroner, 
Tumbler, Solid Curb Extractor, 25-lb. and 50-lb. CASCADE 


Washers. 


CASCADE End-Loading 
Washer. Masonic Home 
uses two of these late- 
type washers, one 50- 
Ib., one 25-lb. dry wt. 
capacity, Famous CAS- 
CADE through-and- 
through washing action 
gently, yet thoroughly, 
washes linens sterile- 
clean with amazing econ- 
omy. Washers feature 
extremely simple opera- 
tion; are sturdily con- 
structed of Monel metal 
for dependable service. 
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LAUNDRY MACHINERY CO. 


CINCINNATI 12, OnIO 





OM. dy tna raat 


for ‘A eygen Shevapy 
DEPENDABLE 
ACCURATE 


SIMPLE-TO-OPERATE 


Wherever you use oxygen in 
cylinders . . . in the hospital, office, 
or patient's home here is a 
precision instrument that will 
handle all of your oxygen regulation 
needs with maximum efficiency 
and economy. It was designed 
expressly for clinical use and is not 
merely an adaptation of an 
industrial-type regulator. 

Start administering oxygen 
with the new Linpe R-501, at 
the desired liter-flow, simply 
by turning the How-control knob. 
The effective 3-step control principle 
then assures the delivery of a 
precisely-controlled, unvarying vol 
ume of oxy gen to any ty pe or size of 
administering equipment, regard 
less of evlinder pressure or the rate 
of flow. And, the R-501 is a regu 


lator-Hlowmeter whose accuracy 








is unaffected by humidifiers 
injectors, and other devices which 
produce back pressure 
Get the full details 
write for booklet F-75316, o1 
ask your Linpe represen 
tative to demonstrate 
the superiority of the 
new R-501L Oxygen 


Therapy Regulator 


THE NEW Linde R-501 OXYGEN 


THE LINDE AIR PRODUCTS COMPANY 


non Carbide and Carbon Corporation 


eneral Office: New Y rk [et@ Office n Principal tre 


In Canada. D imon Oxygen Company, | 








Fingertip Control 


Direct-Reading 
Flowmeter 


Accuracy Unaffected 
by Back Pressure 


3-Step Control for 
Extreme Sensitivity 


Pressure, Flow Read- 
ings at a Glance 


Protected Inlet 


Linde s a 
ere trade-mark of 
Linde Air Products 


m pany 
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Central Oxygen System 


Question: We have been giving serious 
thought to the installation of a system for 
piping oxygen directly to the patients’. rooms 
in the new addition to our hospital. Can you 
refer us to an authority who can give expert 
advice on this subject?—W.A.H., Pa. 


ANSWER: The installation of a cen- 
tral oxygen system providing outlets in 
patients’ rooms has become increasingly 
common in recent years with the grow- 
ing use of oxygen therapy for a number 
of medical purposes. To some extent, of 
course, the advisability of such a central 
installation must depend on the ability 
of the hospital to cope with the installa- 
tion cost, the nature of medical practice 
in the hospital and other factors that 
vary from institution to institution. In 
general, however, it is safe to say that 
such an installation should be given 
most serious consideration for every new 
hospital facility now being built—with 
the expectation that favorable judgment 
will ensue in a large number of cases. 
Expert advice on specific projects 1oay 
always be obtained from the engineering 
staffs of companies that manufacture and 
distribute oxygen equipment. 


Charge for Wassermann Test 


Question: If a hospital establishes a policy 
of requiring a Wassermann test on all pa- 
tients, should the patient be required to pay 
for it?—A.A.H., Calif. 


ANSWER: It is impossible to avoid 
some complaint from patients who will 
protest that they never ordered the pro- 
cedure and therefore refuse to pay for it. 
However, in most such cases it is pos- 
sible to persuade the patient that the 
procedure was undertaken in his in- 
terest so that payment will be forth- 
coming without difficulty. Certainly, it 
is in order for the hospital to make a 
charge for this service and it is increas- 
ingly the practice for Wassermann tests 
to be included as part of the routine 
undertaken for all admissions. 


Hiring Clerical Help 

Question: Is there any correlation between 
educational training and clerical efficiency? 
How important is educational background as 
a factor in the hiring of new clerical help for 
a business office?—R.T., Mass. 

ANSWER: After using pre-employ- 
ment tests for than a year, 
University of Florida decided to make 


more the 


a statistical study to find out what gen- 
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Small Hospital Questions 


eral conclusions might be obtained 
Based upon test scores of about 1000 
applicants and data supplied by the per- 
sonnel office, this study was recently 
completed with results that may be of 
interest to other personnel officers. 

Younger persons with no more than 
high school education usually should be 
placed in strictly clerical jobs. Those 
positions involving typing and language 
skills might better be filled by older 
persons with greater amounts of school- 
ing or experience. 

The more education the better the 
scores in all tests except typing. There 
is little or no correlation between educa- 
tion and typing ability. To put this an- 
other way, typing is a manual skill that 
may or may not have much relationship 
to abstract intelligence. Our original 
assumption was that persons with high 
clerical aptitude scores could master the 
typing requirements of any job if given 
the chance, but this has not proved to 
be the case either from actual cases or 
from this statistical study. 

Typing speed and accuracy are closely 
related. The applicant who affirms that 
she is a slow typist, but accurate, may 
be viewed with considerable skepticism. 
To say the least, she is an exception to 
the rule. 

There is a high correlation between 
vocabulary, covering the knowledge of 
words, and language skills, covering the 
mechanics of English, such as spelling 
and punctuation. As might be expected, 
both vocabulary and language skill in- 
crease with years of schooling, the mean 
range varying from the 64th to the 88th 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala.; William B. Sweeney, Wind- 
ham Community Memorial Hos- 
pital, Willimantic, Conn.; A. A. 
Aita, San Antonio Community 
Hospital, Upland, Calif.; 
Fisher, Thayer Hospital, Waterville, 


Pearl 


Maine, and others. 











percentile in vocabulary and the 81st 
to the 97th percentile in language skills 
from high schol graduation to college 
graduation. 

Mean performance on all tests except 
typing and shorthand decreases with 
age, while variability increases with age. 
This means we find both our very lowest 
and our very best applicants in the group 
32 years and more in age. Particularly 
in office checking does this group show 
great variability. The conclusion is that 
except in rare cases older persons should 
probably not be placed on jobs where 
the trait measured by office checking is 
of primary importance. A younger per- 
son does this type of work faster. Older 
persons do better in jobs requiring the 
use of words, arithmetic and typing. As 
a matter of fact, typing scores seem to 
improve with age—B. W 
AMES, director, nonacademic personnel, 
University of Florida. 


somewhat 


Fire Safety Training 

Question: What methods are recommended 
for training hospital employes in their respon- 
sibilities in case of fire and making certain 
specific fire duties are thoroughly understood? 
—T.Y.O., Me. 

ANSWER: Because of 
effect on patients, 
those commonly used in schools and 


the upsetting 


fire drills such as 
other institutions are not practicable for 
hospitals with the possible exception 
of sections in which all patients are 
ambulatory. Therefore, training and in 
struction in fire responsibility become 
a supervisory function. Each department 
of the hospital should have a written 
statement covering specific duties of all 
classifications of employes with refer- 
ence to fire inspection, reporting and 
functions in case of departmental or 
general fire alarm. 

Properly, this subject should be sys- 
tematically scheduled for discussion at 
employe meetings if these are held, or 
for routine discussion in interviews 
between supervisors and employes, de- 
partment heads and supervisors and, of 
course, administrator and department 
heads 

Every hospital should have a written 
statement of fire rules and regulations 
for posting on employe and staff bul 
letin boards. These should be as clear 
and terse as possible to avoid confusion 
or misunderstanding 





& MANVIL 
i Qoucr 


| Johns-Manville 


SANACOUSTIC CEILINGS 


is prescri 


To GIVE patients the rest and 
quiet needed for speedier re- 
covery, the modern hospital re- 
lies on noise control. One of the 
most effective ways to eliminate 
harmful and disturbing noise is 
to install Johns-Manville Sana- 
coustic Ceilings. 

Sanacoustic Ceilings are not 
only the most efficient available, 
but they are also sanitary and 
noncombustible. They are made 


, of perforated metal panels with a 


NONCOMBUSTIBLE 


SANACOUSTIC’ CEILINGS fill the R,! 


baked-enamel finish, backed up 
with a fireproof sound-absorbing 
element. They're so easy to 
clean you save on maintenance. 
And they can be painted and re- 
painted without loss of their 
acoustical efficiency. 

Reception rooms and cafete- 
rias, corridors and lobbies, nurs- 
eries and wards are among the 
noise centers especially in need 
of “noise-quieting’’ Sanacoustic. 

For areas subject to continuous 
and excessive moisture, such as 
diet kitchens, utility rooms, dish- 
washing rooms, you can choose 
our perforated Transite* Asbestos 
Panels. Write for free book on 
Sound Control, or an estimate, to 
Johns-Manville, Box 290, New 
York 16, New York. 








, PUT A CEILING ON NOISE 
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Shown above: Simmons Hospital Room No.71. Color 
Scheme No. 7201 Dusty Rose with Shell. Self-Adjust- 
ing Bed, H-817-1-L-190; Dresser Base, F-180-3, with 
Mirror FM-62: Bedside Cabinets, F-480-F:; Arm 
Chair, F-763: Chair, F-711: Footstool, F-909-R: Single 
Pedestal Overbed Table F-882., 


This cleverly designed overbed table can-be lowered to 
29%, inches for use by patient in chair. Maximum 
height of overbed table is 44% inches. Double hinged 
top permits use from either side of bed. Easily removed 
inset tray provides space for toilet articles, writing ma- 
terials and other patient necessities. Order No. F-882. 


Display Rooms: Chicago 54, Merchandise Mart Plaza 
New York 16, One Park Avenue 

Atlanta 1, 353 Jones Avenue, N. W. 

Son Francisco 11, 295 Bay Street 


immons ski works magie 


-in Color, Comfort and Steel 


There's magic in this new hospital room ensemble... in its soft, soothing 
colors to help restore health faster...in the way its mechanical features 
provide greater comfort and convenience for patients—less work for 
doctors and nurses. And there’s magic in the way sturdy steel construc- 
tion resists wear... defies fire! 

The bed is Simmons famed Self-Adjusting Model that helps patients 
help themselves. The ingenious overbed table serves as table, book rest 
and vanity! The new Simfast finish in Dusty Rose with Shell resists 
damage from spilled liquids, medicine, heat and cold. 

Here is beauty, convenience and long life to satisfy the most practical 
hospital administrator. 


Metal furniture and sleep equipment for every hospital need. 


Write for new catalog 
of Simmons’ complete 
line of hospital equipment. 


Simmons Company 


Hospital Division 





@ Every feature of the Armstrong X-4 Baby 
Incubator has been hospital-tested and time- 
proven, not in just a few hospitals or for a few 
months, but in thousands of hospitals through- 
out the world, many of them since 1943. 
Literally, hundreds of thousands of new borns 
and prematures have made their start in life 
through the facilities of an Armstrong X-4. 


Every Armstrong X-4 is simple to operate and 
time has proven this simplicity to be both 
safe and effective. 

There are only 3 moving parts in the Arm- 
strong X-4—the two ventilators and the one 
control dial. 

Finally, the X-4 is low in first cost and equally 
low in operating cost. Send for complete 
descriptive literature. 


THE 6 j } 
pabeN ARMSTRONG COMPANY. INC 


1S. OHIO 
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Looking Forward 


No Third Man Theme 


S OME members of the hospitals-are-practicing-medi- 

cine school of thought are trying to make house 
with the recent Ohio supreme court decision in the case 
of the Cleveland Osteopathic Hospital v. Zangerle et al. 
The court upheld a ruling of the Board of Tax Appeals 
denying the hospital tax exemption on the ground that 
it Was not an institution “used exclusively for charitable 
purposes’ —-in the qualifying phrase of Ohio’s law. Evi- 
dence introduced at the Board of Appeals hearing on 
the application for exemption disclosed that the hospital 
employed six or seven osteopaths and paid them salaries 
that were substantially less than the amounts charged 
their In considering 
whether or not the hospital could be regarded as “exclu- 
sively charitable” the court had obviously found it dif- 


hospital patients for services. 


ficult to ignore these and other “profits” it had earned 
during the year for which exemption was sought. 

A few observers have suggested that the Ohio decision 
means all hospitals employing physicians on salaries and 
earning a surplus on medical services are jeopardizing 
their tax exempt status. This is absurd for a number of 
reasons. The language of the decision itself makes it 
clear that the court was concerned only with Ohio law. 

Cases from other jurisdictions are not ordinarily very 
helpful,” the court stated, “because, more often than not, 
the tax exemption provisions under which they were 
decided differ materially from the provisions on the 
same general subject obtaining in this state.” The court 
also warned that there is no general rule dispositive of 
whether a hospital is being conducted exclusively as a 
charitable project. Rather: “All the facts in each case 
must be assembled and examined in their entirety, and 
the substance of the scheme or plan of operation ex- 
hibited thereby will determine whether the institution 
involved is entitled to have its property freed from 
taxes.” 

Furthermore, the decision makes it plain that the 
court was more concerned with the existence of the 
so-called profits than with the manner in which they 
were earned. There is no indication that the decision 
was significantly influenced by the fact that surpluses 
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appeared in the professional service account, as opposed 
to food service, pharmacy, room and board or any other 
service. The thinking from which the decision emerged 
is probably revealed most clearly in this passage from 
the text of the majority opinion: “The adjective ‘chari- 
table’ attached to ‘hospital’ conveys the idea of a place 
where service and assistance are given to the sick, 
injured and ailing, with open doors and benevolent con- 
cern for afflicted souls who lack the ability to pay for 
the attentions they receive. . . . In accordance with the 
concept of an organization devoted exclusively to chari- 
table purposes, a hospital to qualify as a charitable 
institution the property of which is exempt from taxa- 
tion should have as an important objective the care of 
the poor, needy and distressed who are unable to pay, 
although the fact that it admits and ministers to a 
number of pay patients will not necessarily destroy its 
charitable character.” 

It should be noted that three of seven justices dis- 
sented from the decision. If there is any lesson for hos- 
pitals in this case, it has nothing to do with the radiology- 
pathology-anesthesiology theme song that the hospital 
is an unwanted third man in the doctor-patient relation 
ship. 


Music, Music, Music 
AS ORIGINALLY reported in The MODERN Hos 


PITAL a year ago, experiments with surgical music 
at the University of Chicago Clinics have proved suc- 
cessful, and the university now announces a permanent 
installation. Patients at the university’s new Goldblatt 
Memorial Hospital will have a choice of classical, semi- 
classical and popular music to diminish their apprehen- 
sion during the anesthetic period and, in case of local 
and spinal anesthesia, during the operation itself. Inci- 
dentally, the university states, with those who know 
incisions best, it’s Victor Herbert, two to one. 

“Music is a tremendous help in lessening the fear, 
strain and tension of the patient,” the chief surgeon 
commented. Anesthetists and nurses confirmed this ob- 
servation, and psychiatrists added their blessing to the 
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project. It remained only for the patients themselves 


to give voice, and, happily, their tone was also lyrical. 
In fact, it is reported, some patients became so enrap- 
tured by the musical score as to express astonishment 
that the operation was over—a circumstance that loses 
impressiveness, to be sure, when one remembers the 


postoperative patient's tendency to forget what year it is. 

Nevertheless, reading the university's announcement 
one can easily visualize the hospital meeting of the 
future: Exhibitors will present auditions with the na 
tion’s leading orchestras and vocalists, and no conven- 
tion program will be complete without its panel dis- 
cussion on the best technic for blending ether and Offen- 
bach. Instead of trading clinical anecdotes and triumphs, 
tomorrow's surgeons will sit around the doctors’ lounge 
arguing the comparative efficacy of pentothal and 
polyphony for hysterectomies, and along with his other 
troubles the hospital administrator must be prepared to 
deal with the irate patient who asked for the Fuermann- 
Heifetz-Rubinstein recording of the Archduke Trio and 
got Muggsy Spanier doing Honeysuckle Rose. 

Better he should swallow a sponge. 


Score and Stature 


HE measures of a ballplayer’s ability are his bat- 

ting and fielding averages. A salesman is judged 
by the volume of his sales. The doctor's performance 
stands on the number of his patients who improve 
and get well, and the success of a profit-making enter- 
prise is related in terms of the profits it makes. 

Unfortunately, there is no such simple yardstick with 
which to measure the work of the hospital adminis- 
trator. There are no batting or fielding averages, no 
sales and no profits in the hospital. The volume of 
business is determined by the abilities of the staff and 
by the sickness rate and general economic condition 
of the community. If revenues exceed expenses in the 
hospital, ic may mean that rates are too high or service 
which would reflect discredit 


1S poor circumstances 


instead of glory on the management. If expenses ex 
ceed revenues in the hospital, it may mean that the 
hospital has assumed obligations for care of indigents 
beyond the willingness or ability of other agencies in 
the community to pay tor such care—a circumstance 
which may reflect credit instead of blame on the man 
agement 

How, then, can the administrator's performance be 
evaluated? Crude as the method is, there is no better 
way than to assume that a good hospital must reflect 
the ability of its manager, while a poor one condemns 
its head. What is a good hospital? Obviously, there 
are imponderables in this consideration, too, but here, 
at least, some definitions have been emerging in recent 
years to make judgment possible if not ever simple 
or wholly accurate 

First of all, certainly, a good hospital is one in which 
good medical care is rendered. This is not the responsi 
bility of sure, but it is the 


the administrator, to be 


administrator's business to know what good medical 


50 


care is, and it follows that a good administrator would 
not remain long in a hospital where medical quality 
was poor and showed no signs of getting better. In the 
medical audit, the staff, administrator and trustees have 
a means of measuring medical quality—not precise or 
infallible but generally satisfactory for comparing the 
performance of groups of doctors over long periods 
with accepted standards for various classifications of 
service. In a good hospital the staff audits its perform- 
ance or the administrator and trustees see that such an 
audit is made. 

If good medical care is the first essential of a good 
hospital, the second is good nursing service. There are 
standards for measuring hospital nursing service quan- 
titatively, and the good hospital uses them. Qualita- 
tively, however, nursing service must be judged by 
the satisfaction it affords doctors and patients. In the 
good hospital, some systematic means of testing staft 
and patient satisfaction will be producing consistently 
creditable Similarly, the good hospital will 
know that its meals—always an index of quality in the 
patient’s mind—are evoking a satisfactory response. 


reports. 


In a good hospital, finally, good medical, nursing 
and dietary service will never result from extravagance. 
Buy the best and charge accordingly” may be good 
business for a hotel, but the hospital’s responsibility 
cuts deeper and includes an obligation to deliver serv- 
ice at the lowest possible cost consistent with the 
means of its patient constituency. Hospital costs are 
measurable today by standard accounting methods. Un- 
derstood in relation to the nature and amount of the 
service that is rendered, costs are a reliable guide for 
measuring hospital performance. 

All these and other phases of hospital operation are 
included in the point-rating system now being used to 
evaluate hospitals for approval by the American Col- 
lege of Surgeons. Many hospitals are finding the sys- 
tem helpful and are using it to measure performance 
for purposes of self enlightenment and improvement. 
While it cannot be said in fairness that an adminis- 
trator whose hospital has a high score in the point- 
rating system is invariably a better administrator than 
one whose hospital has a low score, this is the judg- 
ment that is likely to stand until the latter, like a 
ballplayer with a poor batting average, can justify his 
standing. 

Of course, neither the point score nor any other valua- 
tion system will measure the hospital’s spiritual worth 

the degree to which its people are genuinely de- 
voted to the sick and suffering as fellow human beings 
in need of comfort. To the patient and his family, 
however, the spirit of the hospital emerges subtly but 
unmistakably in many different ways. Where there is 
real compassion the hospital is judged good. Without 
compassion, technical and professional performance at 
best can have only shallow excellence. As it was in the 
time of Hippocrates, care of the sick today is still more 
art than science. Not more than the parts can exceed 
the whole can the hospital administrator's knowledge 


and abilities exceed the stature of his soul. 
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ro cet RECRUITMENT RESULTS 


must be added to national promotion 


local effort 


when we announced 


AST 
the establishment of 
Ward Thorne School of Nursing of 


spring 
the James 
Passavant Memorial Hospital, news 
paper editorials and hospital trade pub 
lications gave us a great deal of praise 
for taking action to help reduce the 
This 


} 1 
disturDing 


nationwide shortage of nurses 


praise, however, was more 


Let me quote a 


than 
portion of an article from the Illinois 


bulletin and 


encouraging 
Hospital Association 


you ll see what I mean 


presented at 


May 195 


Condensed from a 
the Tri-State Hospital 


paper 


Assembly 
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RICHARD D. VANDERWARKER 


Director 
Passavant Memorial Hospital 
Chicago 


Real optimism is demonstrated by 
Passavant Memorial Hospital of Chi 
cago in announcing plans to establish 
a school of nursing which will admit 
its first class next fall In this con 


nection it Is interesting to note that 
six Chicago hospitals have closed their 
schools of nursing within the last three 
years while four downstate hospitals 


have done so within the last year 


The article then went on to list the 


names of the six hospitals which were 
forced to close their schools of nursing 
The Chicago Sun-Times had this to 
say on its editorial page: “In view of 
the desperate need for nurses Passa 
vant Hospital is to be congratulated 
for its foresight and courage in open 
ing a new nursing school while other 
hospitals are closing theirs.” You can 
well imagine, therefore, the misgivings 
and anxiety with which our director 
of nursing and I approached this task 
in view of the discouraging experience 
of other hospitals 
out very 


However, it all turned 
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received a_ large 
accepted 


satisfactorily. We 
number of applications and 
our maximum quota of 51 students in 
the charter class, which was admitted 
ist September 

Our recruitment 
founded on what we believe to be a 


program was 
fact which, although fundamental, is 
frequently overlooked in the confusion 
of preparing the many tools and de- 
vices needed to conduct a good nurse 
recruitment campaign. This is our 
belief 

A great many of the girls who are 
graduated from high schools in the 
United States each year go into careers 
other than nursing although they 
wanted to be nurses or could easily 
have been interested in enrolling in a 
school of nursing 

The reason that they did not enroll 
in a nursing school in most cases is 
the fact that no one crystallized their 
decision and placed an application in 
their hands. In the business world we 


know this as “closing the sale 

Last spring this was an impression 
rather than a belief and we took the 
trouble to make a short survey. While 
only superficial, it was enough to in 
literature 


dicate that school 


does not often penetrate down through 


nursing 


high school principals and student 


counselors to the students themselves 


THEY ARE STILL GOOD PROSPECTS 


We learned that many girls who 


wished to find out about nursing 


schools did not know where to write 
for information. Any of these girls, of 
course, could have found out by mak 
ing inquiries at any one of a number 
of sources, but this was simply too 
much trouble. This does not mean 
that these girls would not be fine pros 
pects. It is a human weakness to put 
off until too late any action so volun 
tary as writing for any kind of an ap 
plication. If life insurance salesmen 
were to wait until all the people who 
really wanted insurance came to them 
their companies would soon be bank 
rupt 

The student nurse recruitment cam 
paign conducted by the American Hos 
pital Association in conjunction with 
the Advertising Council and the efforts 
of the Committee on Careers in Nurs 
been factors in 


ing have important 


stimulating interest among young 


women in nursing careers The prob 


lem, then, is to capitalize on this in 


terest and actually to enroll those wh« 
are qualified 
thought ts not 


This new 


Wanda Langum, instructor in foods, nutrition and cookery, and students of 
the James Ward Thorne School of Nursing at work in the nutrition laboratory. 


expressed in the American He pital 
A Public Relations 


Guide for Hospitals and Schools of 


Association's kit, 
Nursing,” in its first paragraph, which 


said Let's face it. Even with the 


support of a one million dollar na 
tional promotional program the job 
of recruiting young women still falls 
on your shoulders. It’s your responsi- 
bility, and all the display advertising, 
radio publicity and editorial support 
in the nation won't change the picture 
Each school or hospital will succeed or 
fail according to how effectively the 
enrollment drive in each community is 
conducted If will this 


you accept 


fact, then you are ready to meet the 
problem 

Well, are we meeting this problem? 
Last year there were graduated from 
the high schools of the United States 
639,000 young women. Only 43,600 of 
these graduates entered schools of 
nursing during the same period. There 
remain each year, therefore, more than 
half a million girls who are prospects 
that many 


I am convinced a great 


of these girls who did not enter schools 


of nursing were mentally conditioned 


toward nursing as a career, but the 


failure occurred at the local level, 
where we neglected to put the appli 
cation blanks in the hands of the live 
pre spects 

Before I tell you specifically what 
was done at Passavant, let me digress 
for just a moment to stress the serious 
ness of this subject. It has been dis 


cussed so much and written about so 


be bored 
with it, but we cannot permit this to 
happen 
problems, perhaps ¢/ 


often that some of us may 


It is one of the most serious 
€ most serious 
g hospitals today 


problem, confrontin 
The 
cruitment program must constantly be 


importance of a continuing re 
stressed if each nursing school is to 
have at all times a full complement of 
students, as it must if we are to meet 
How 


many nursing directors are able to staff 


the health needs of our citizens 


their hospitals well enough to give 
proper patient care? Many hospitals 
too, have beds that are unoccupied be 
cause of lack of nurses. We must face 
this problem and, frankly, I think the 
problem is one of our own mental atti 
tude rather than any real difficulty u 
getting nursing students 


PLAY UP THE ADVANTAGES 

Perhaps we are too defensive about 
nursing. Let's take advantage of the 
fact that a far better 
career than it ever was. A salary survey 


nursing 1S NOW 


indicates that working hours are de 
creasing and salaries have risen to new 
They 


those of similar careers for women. To 


highs are now comparable to 
put it another way, when you convince 
a girl that she should follow this career, 
you are doing her a real favor 

Not only are we faced with a short 
age of nurses at present, but we all 
know that the need is going to become 
increasingly acute. Advances in medi- 
cal science, new hospital construction, 


and the expansion of health services 
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Betty Schrock, assistant nursing arts instructor, demonstrates some technics 
to a group of new students in the nursing arts laboratory of the hospital. 


are all factors which will accentuate 
and accelerate the demand for nurses 

As proof of this trend, in 1910 there 
was one nurse for each 1116 persons 
in the country; in 1946 there was one 
nurse for every 316 persons, and it is 
estimated that in 1960 the need will be 
one nurse for each 207 persons. 

One year ago, we determined to do 
what we could do to alleviate the 
nursing shortage both because we felt 
the need ourselves and because we 
wanted to round out Passavant’s teach- 


While we 


vantage of being a teaching hospital, 


ing program had the ad- 
& pro; 


we had many problems to face in re- 
The 
first of all, got 


cruiting our nursing students 


recruitment 
off to a late start 


program, 
The faculty was not 
then complete and nursing classrooms 
ind dietetics laboratories were still in 
the planning stage. With an unknown 
school we were competing with some 
excellent, well known and well estab 
lished nursing schools. There were 37 
approved nursing sc hools in the city ot 
a baseball term, we 
had no farm system because Passavant 


Chicago. To use 
has no church affiliation and no organ 
ized alumnae group 

To overcome these obstacles we first 
made a survey It convinced us that 
there were many girls, favorably pre 
disposed toward nursing careers, wh« 
could be signed up. We then em 
ployed a number of the devices recom 
mended by the American Hospital As 
sociation and added a few of our own 
This is what we learned: Each me- 
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dium employed—contacts with schools, 
visits to schools, newspaper and radio 
publicity—paid off by producing at 
least one finally accepted student. This 
was determined through a question- 
naire completed by the students on 
their first day of school. 

The same questionnaire disclosed an- 
other interesting point: The factors in- 
fluencing the students’ choice of a 
nursing school and of a nursing career 
were divided into two categories: (1) 
persons and (2) planned events and 
publicity. In the first category we 
found that the persons who most in- 
rank in 
the following order of importance 
relatives, graduate nurses, doctors, stu- 
dent 


fluence the students’ choice 


nurses, schoolteachers, priests 
This accentuates the im- 
a variety of 
Not all of the 
effort should be aimed at the student 
herself. Some must be beamed at the 


people who will influence her choice 


and ministers 
portance of employing 


recruitment methods 


An attempt should be made to enlist 
doctors and graduate nurses to assist 
in the recruitment program. 

This portion of the survey paralleled 
the results found in a poll conducted 
by the Indiana State Nurses 
tion as reported in the April 1949 


Ass la- 


issue of the American Journal of Nurs 
ing. The Indiana survey ranked visits 
to hospitals and career talks given in 
schools or before groups as the most 
productive enrollment mediums. Ac- 
cording to this poll, radio and news 
paper publicity was least effective 


However, | strongly suspect that this 
is because radio and newspaper pub- 
licity was not used to any great ex- 
tent. I am sure that had it been 
employed, its importance would have 
been much greater. This is borne out 
by our own experience. 

If you are planning to utilize radio 
broadcasting facilities 1 recommend 
that you study the most recent Ameri- 
can Hospital Association public rela- 
tions bulletin. It is entitled “Telling 
Your Hospital's Story on the Radio.” 
This is extremely informative and is 
an excellent guide to determine facts 
about listeners, types of programs 
available, writing radio script, besides 
containing many other helpful sugges- 
tions. In addition, if you are in an area 
where television is available, this, too, 
has great possibilities. 

If you have studied the American 
Hospital Association's nurse recruit 
ment kits it is possible that you may 
be overwhelmed by the great number 
of devices suggested, but I'd like to 
point out that it is not necessary to 
employ all of them in any one cam- 
paign. I should suggest that you select 
those you can use most advantageously 
in your local area. In some cases you 
may use only a few of the suggestions, 
secure in the knowledge that each of 
them will be productive to a certain 
extent. 

However, bear in mind that repeti- 
tion of these devices annually may 
cause them to become stale and lose 
their effectiveness. There are many 
other effective devices which can be 
substituted to maintain the vitality of 
the program 


EXPERT ASSISTANCE IS NEEDED 


Expert assistance in planning and 
developing these devices is available 
to all, whether it is paid or voluntary 
It is hard to conceive of any town in 
this area in which there is not one or 
more industries which are producing 
consumer goods and therefore maintain 
a staff of advertising and public rela- 
Nursing has great 
popular appeal. These professionals, | 
am sure, would gladly lend their ex- 


tions personnel. 


perience and skill in aiding you to 
prepare your recruitment program. 
Even if it is conceivable that this 
help is unobtainable, these recruitment 
kits can be utilized by you personally 
They are sufficiently complete and sim- 
plified for any of us to use. Not only is 
each device of value in itself, but it is 
the cumulative effect of a well rounded 
program which produces the students. 
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Tours of the hospital are an important aid in enrolling student nurses. 


Girl at right visited hospital as result of recruitment publicity. 


has been found very helpful 2 


to gear your program solely to high 


school seniors. Great future benefit 


derived from 


may be interesting the 
younger girls in high school in nursing 
Michigan Nursing 


that fu 


is a career. The 


Center Association believes 


ture nurses’ clubs offer a most effective 


recruitment device and at the same 


time their usefulness in high 
The Hackley 
Mich., has 


ind its plan 


prove 
school health programs 


Muskegon 


dramatized this principle 


Hospital in 


is quite intriguing. In Muskegon the 


high school freshmen sophomores and 
jumiors sign an agreement which states 


they wish to become student pledges 


The girls wear a pledge pin signify 
il school 


their intent to enter the hospit 


of nursing when they | 


the usual requirements 


ive completed 


wear this pin proudly, and t 


to crystallize their desire 


nurses. In addition, they become 
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advertisements for the school of nurs 
ing. Of course, this pledge can be re 
voked if the girl changes her mind, 
but the effectiveness of the plan is 
obvious 

A recruitment organization is a help 
How to Get 
in the February 1950 


ful device. An article, 
Nurses Galore, 
Reader's Digest described the effective 
built by the Methodist 
Hospital in Indianapolis. Although this 
that 


Organization 


was statewide, it is conceivable 


similar local organizations can be built 


on the structure of existing CIVIC 


groups. The additional advantage of 


these Organizations 1S that you have 


people in the field who not only sell 


girls on nursing as a career but also 


can place the applications in their 


hands and sign them up 


This brings us back to the keynote 


there are students 


make 


} 
liscussion 


if we will sufficient 


lose the sale 


Recruitment Starts 
in High School 


NE of the most successful meth- 

ods we have used to encourage 
girls to enter nurse's training has truly 
borne fruit for our hospital. 

In 1944 when employes were hard 
to find, and nurses were at a premium, 
we sought help from high school girls 
They worked after school, on week- 
ends, and during summer vacations. 
The girls filled a definite need in our 
service and some of them became in- 
terested in nurse's training through 
their contact with the hospital 

With the cooperation of the two 
high school faculties in Sheboygan, 
Wis., a community health course was 
set up in the high schools. The hos- 
pital resources are utilized for labora- 
tory work for which the students are 
given academic credit 

Each year the students who are in- 
terested in nursing enroll in the “Fun 
damentals of Nursing” class and spend 
20 hours of their semester working in 
the hospital after they have received 
class instruction at school. At the end 
of the semester the girls are given a 
dinner by the hospital attended by the 
superintendent of nurses. At this time 
they are given an opportunity to ask 
questions, and many of them offer sug 
gestions as to how their course can 
be made more interesting. 

These girls become acquainted with 
our hospital and, when they finish 
back to 
We 


have several nurses on our staff who 


their nursing course, come 


work as registered nurses. now 
received their first knowledge of nurs 
ing here as high school students. 

Some girls who enter the class drop 
out after a few classes and others who 
finish the course are convinced they 
want no more to do with a hospital. 
he course acts as a “proving ground 
and many times has kept a girl from 
entering nurse’s training only to find 
she isn’t interested in the work. 

This course also has value as a pub- 
lic relations program. These girls usu- 
ally become so interested in this hos- 
pital they are proud to tell their 
friends and relatives about their work. 
part of the 
organization and as such have the re- 


They feel they are a 
sponsibility of rendering good service 
and keeping the standards of the hos- 
pital high—-Mrs. GERTRUDE OLSEN, 
Sheboygan Memorial 


H spital, Inc., Sheboygan, Wts. 


‘superintendent, 
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A day in the life of a 


RECORD LIBRARIAN 


MRS. CATHERINE M. LANGER, R.R.L. 


T IS my heartfelt belief that every 
hospital administrator, intern and 

student nurse should be made to spend 
at least a month in the record room. | 
realize that this belief will probably 
never see fulfillment, so for the sake of 
hospital administrators especially, | 
write this little article, with the hope 
that somehow my fellow strugglers in 
the medical records profession will be 
understood a little more, and not just 
tolerated as a necessary evil 

Will you join us on a typical day in 
any record room? 

Miss Jones arrives at 9 a.m., fresh 
and happy and ready to start in with 
some insurance papers that must get 
out today. Her assistant has been there 
an hour already, and has written in the 
admissions for the day before, checked 
the census for the preceding day, and 
pulled the discharge cards 

“Miss Jones, I can’t find a couple of 
cards. I've looked everywhere for them, 
and the front office doesn’t have them 
either.” 


THEY TURNED UP IN THE “'N’s” 

“You mean discharges? 
asks in alarm. Such being the case, she, 
too, looks in the box, at both the admis 
sions and those already discharged, to 


Miss Jones 


see if the cards had somehow been mis 
filed, which does happen occasionally 
There is another box holding cards that 
are all ready to file in the master file, 
if either of them ever find a spare 
minute. The missing cards aren't there, 
either. So precious minutes are wasted 
looking for the most important thing 
record room 


(well, almost) in the 


the patients’ index cards. They are 


eventually found, of course. Someone 
put all the M’s in the N’s, or something 
of the sort 

That taken care of, Miss Jones pulls 
out her typewriter and gets out the 
insurance folder. The mail is delivered 
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Medical Record Librarian 
Asbury Hospital 
Minneapolis 


One letter looks rather important, so 
she opens it first. It is an inquiry from 
a doctor in another town concerning a 
patient surgery 
soon, and he wants to know just what 


who is to have very 
was done at a previous operation. That 
wouldn’t be so bad, but the patient 
doesn’t know exactly when she was 
hospitalized; she believes it was in Oc 
tober or November of 1920; but then 
it might have been in the spring of the 
following year! 

Miss Jones looks longingly at her 
back 
she won't ask her to go look for that 
old chart. She'll go herself 


assistant’s but she is so busy 
It would 
be in the house next door. There are 
no cards for that many years ago, so 
she will have to look in the old, old 
patients’ registers. Stoically she climbs 
the ladder, pulls down book after heavy 
book; the one for 1920 must be on the 
bottom. She thumbs through the pages 
for October and November; such a pa 
tient was never registered at that time 
Maybe it was September or December 
She thumbs through those pages until 
her eyes are swimming. Now, where 
was that book for 1921? She should 
have kept it out when she had it a few 
minutes ago. She finally finds the pa- 
tient, not in May or June or March or 
April of 1921, but in October of 1921! 
She hopes to get information enough 


from the register to answer the doctor's 
letter, but record clerks in 1921 be- 
lieved in being brief, to say the least 
So she must get the chart, after all. 

The “dungeon” is pretty dark; Miss 
Jones contends it would be a wonder- 
ful place for a murder. She is going 
to write a book some day, entitled 
Murder in the Dungeon.” The victim 
will naturally be the medical record 
librarian, her murderer will be one of 
the doctors who simply got tired of 
hearing her beg him to complete his 
charts 


NOW, SHE NEEDS A BATH 

Not only is the “dungeon” dark, it is 
very dirty. Miss Jones has taken along 
pencil and paper and writes down the 
from the chart, 
which, like the old register, is very 
brief better than 
record clerks then—or now, Miss Jones 


desired information 


Doctors were no 
reflects 

She has the information, but she also 
has a very dirty lab coat. Did she get 
her others back from the laundry yet? 

She scrubs her hands and arms and 
she could take a bath. She 
settles herself comfortably at her type- 
writer. The telephone rings. 

“This is Black and White, under- 
takers. Is the death certificate for Mr 
Brown signed?” She hadn't even had 
time to ask if there had been a death. 
“Til check. Just a minute.” No, the 
certificate had not been signed. How- 
ever, the doctor is in the house, and she 
will see that he signs it right away 
“You can come over after the body.” 

She rushes around like mad to get 
the doctor to sign the death certificate. 
Then she rips out of the typewriter the 
letter she had already started to the 
other doctor, and hurriedly types up 
and signs her part of the certificate 
She is just finishing when she looks up 
to see a man standing at her desk. 


wishes 





Is the certificate for Mr. Brown 
ready?” 

She brushes the perspiration from 
her brow and hands the certificate to 
him. He checks it over very carefully, 
and she is so happy that neither she nor 
the doctor has made some slight error 
and the certificate does not have to be 
retyped 

Back goes the first letter into the 
typewriter, and a few minutes later, as 
she is signing it, she looks up to see a 
man standing in the doorway, looking 
inquiringly first at her assistant and 
then at her. Seeing her watching him, 
he steps to her desk 

‘Is it ready?” he asks, almost bellig 
erently 

Somewhat blankly, “Is what ready? 

My insurance paper. I left it here 
yesterday, and they said it would be 
ready today 

Miss Jones used to ask who “they 
were, but she refrains now 


IT TAKES SO LONG TO EXPLAIN 

What is your name?” 
be sweet, but she wishes people would 
realize that of all the 600 discharges 


She tries to 


per month, almost 600 of them have 
hospital insurance with almost 600 
different insurance companies. Upon 
learning his name, she also finds that 
the chart is incomplete. It takes a good 
many minutes to explain to the man 
what a chart is, why it must be com 
plete before an insurance paper is filled 
out, why she would rather send it direct 
to the insurance company or the em 
ployer, and why this hospital is no dif 
ferent than any other hospital, and 
oh, well, the man finally leaves, mum 
bling to himself 

Her 


trom the 


dictation 
Miss 


out this word? 


assistant is taking 
dictating machine 
Jones, can you make 
Miss Jones puts the earphones to her 
ears. She listens intently. Everything 
is quite plainly spoken, but this par 
and it takes 


minutes before she grasps it finally 


ticular word is slurred 


Her favorite doctor (medical record 


librarians are not supposed to have 


such things I'll buy you 


coke, 


She hates to say she is too busy. Be 


comes in 
he otters 
coke” in 


sides, she feels the need of a 


the worst way just now. So out to the 
drink their re 
hall 


hospital 


machine they go, and 


freshments out in the Just about 


this time the administrator 


happens to go by, and of course he 


thinks his record librarian must _ be 


pretty well caught up with her work if 
coke 


she has time to drink a 


56 


That finished, she settles herself 
again at the typewriter. Now she can 
get at those old insurance blanks 

Br-r-r-n-ng,” goes the telephone 
‘This is Blue Cross. Can you help me 
this morning?’ 

“T'll try.” This very pleasantly, be- 
cause she likes this particular Blue 


Cross “voice.” Minutes fly while she 
looks up addresses, birth dates, tele- 
phone numbers, whether medical or 
surgical, names of doctors, and so on 
Finally, that’s over 


Dr. Blank comes in. “Say, I had a 


patient here a few months ago; I'd like 


to see her old record.” 
Surely, what was the name?’ 
“Johnson. 
Her first name? 
Uh—oh, 


name was John 


let's see. Her husband's 
She was in 323 

The cards are filed under Aer name 
doctor, and there are a grillion John 
sons. Wait until I look at your card 
She pulls down the physician’s index 
There is no Johnson under Dr. Blank’s 
name 

Why, I'm sure she was here 


“Are 


months 


sure it 


Was 


you Was just a few 


ago? that her name 
then?” 
Dr. Blank is 


so he says he will check with the pa 


a nice sort of person 


tient and then come back. Miss Jones 
hopes he will forget to come back for a 
while. It’s noon, and she hasn't done a 
single thing! Not ove insurance paper 
completed 

Lunch over, Miss Jones once more 
sits down at her typewriter. The insur 
ance folder is on the desk where it has 
been since first thing this morning 
She checks the blank forms again. A 
few of them she cannot do because the 
charts are decides to 


take 


now 


ncomplete. She 
little 
love-notes” she 


care of that 
Little 
the bad, bad doctors and puts them in 


their cubbyholes 


matter right 
writes to 


Back to her typewriter and the in 
surance papers. “I hate insurance,” she 
grumbles 

Br-r-r-n-ng!” Miss 
the urgent desire to take that telephone 


Jones | stifles 


from its cradle and leave it off the rest 
of the day 

‘Say, doctor had a patient last Fri- 
day—did surgery on him—and he told 
me his name, but I guess I didn’t get 
it right. Can you help me?” 

She spends a few moments checking 
to see whom Dr. Green operated upon 
last Friday. “Oh, much 
‘Sure, glad to help you. 

Dr. Blank breezes in 


thanks so 


Say, that 
name Johnson, after 
all. It was Jackson, Anne Jackson.” 

Well, that wasn’t too hard to find, 
but it takes time 

The assistant is trying to code some 
of the diagnoses. “Can you index this? 

That is a puzzler. Miss Jones gets 
out her much-worn Nomenclature. She 
wants to help her assistant as much as 


woman's wasn't 


possible because she is working toward 
registration. Then, too, the more she 
can code, the more help she will be in 
the department. This particular diag- 
nosis takes more time than usual. It 
requires looking up in the medical dic 
tionary that book!) and of 
course the doctor has it spelled wrong. 
However, they finally find the proper 
number, they have both 


learned something new, even though it 


( bless 


code and 


took precious minutes 


WANTS A BIRTH CERTIFICATE 

Miss Jones groans. “| 
I never did 
Miss Jones 


Br-r-r-n-ng! 
had a baby there in 1930 
receive a birth certificate.” 
patiently explains that the certificates 
given by the hospital are of no legal 
significance anyway, and tells her 
where she should apply for one. “Yes, 
but my friend had a baby the same 
year, and she got one from the hos 


pital “Maybe 


the hospital ran out of them at the 


She showed it to me. 


time you had your baby, or something.” 
‘Well, I would sure like to have one 
Will you find out for me if I can still 
get one?” “Yes—" (a deep sigh) “T'll 
find out. Call back sometime.” Nine 
times out of 10 such people don’t ever 
call back. 

Hastily she inserts one of the insur- 
ance papers in the typewriter. A well 
dressed gentleman, carrying a_ brief 
case, enters. Smilingly, the gentleman 
asks to see the record of a patient. “I'm 
from the Com 
pany 


Do you have the authorization?’ 


Homicide Insurance 


The gentleman smiles again. “Oh, 
I don’t have to have that 
He tries 
to wheedle her into a good humor, be- 
cause her smile has disappeared. Miss 


come now 


just to see this record, do I?” 
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Jones is very sweet and friendly, and 
has a good reputation among the vari- 
ous callers at the hospital; but this she 
will not tolerate. “I’m sorry, I'm afraid 
you will.” 

He becomes a little impatient. 

‘Look—I go to any number of hos 
pitals, they require an 
I can get the informa- 


and don’t 
authorization 
tion I want any time.” 

Miss Jones moves toward the tele- 
phone. “If you will give me the name 
of just one of those hospitals, I'll call 
and see what its policy is. Maybe there 
I don’t know 


are new standards that 


about 

The man’s face reddens. “Why—I'm 
sorry—I—lI can’t think of any right 
now.” 

Miss Jones’ dimple shows again. “Of 
course you can't think of any at any 
time. Right?” 

The 


win. I'll get an 


man smiles “All right, 


authorization 


again 
you 
signed.” He leaves the room smiling 
I could sure stand a cup of coffee.’ 
This from her assistant 
So could I 
get a cup?” 


Shall we go down and 


So they both deliberately leave the 
office for just a few moments, and has- 
tily drink 
beverage 


a cup of the stimulating 
and, of course, it is just the 
when the administrator 


time of day 


also feels the need of stimulant. He 


ays sees them at those particular 


times, but he mnever sees the record 
room at its busiest, and wouldn’t un 
derstand, if he did 

When they return, Dr. Fogey is wait- 
ing somewhat impatiently in the record 
room. He chews the big cigar abstract- 
edly until he gets it into position, then 
puts his arm around Miss Jones. “Come 
on, honey, help me out a little 

Oh dear, what do you want now? 

Take this letter for me. I can’t get 
anyone else to do it 

Miss Jones sighs. “If you only knew 
how much work we have—O.K., give 
it to me.” The letter is fairly long, deal 
ing with one of the patients in the 
nouse. 

It has to go out right away, other- 
wise I would use that thing”—pointing 
The 


ance blank comes out of the typewriter 


to the dictating machine insur 
and Miss Jones types the letter for Dr 
Fogey, very carefully, for he is one of 
The 


record department sees every doctor at 


those particular doctors medical 


his very best and his very worst, and 


learns his reactions to very situation 


So this letter must be neat, and 


just as he dictated it 


very 
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Dr. Fogey returns later for the letter. 
He signs it himself, after he has read 
it over slowly, during which time Miss 
Jones holds her breath. It appears to 
satisfy him, so he takes it with him, 
and brings two “cokes” into the record 
room, for which she and her assistant 
thank him profusely, and then force 
them into their already full stomachs 

The insurance paper goes back into 
the typewriter. 

A gentleman enters, asks for the 
record clerk.” 

Miss Jones stifles the desire to say 
stiffly, “I'm the record librarian; why 
don’t you lawyers and insurance com- 
panies get up to date?” 

Instead, she asks “What can I do 
for you?’ 

He hands her a subpoena duces 
tecum, and she groans audibly. It is 
for tomorrow, first thing in the morn- 
ing. She accepts the $1.25, reflecting 
that it would in no wise pay for the 
lost hours the subpoena would cost her 

Her assistant leaves. Four o'clock al 
ready! 

Dr. Smith enters rather hastily 

“Get me the old charts—all of them 

on Mr. Ernest Frank, and bring them 
up to surgery, right away,” he orders 
He starts to leave, then he turns back, 
idding, “He’s going to surgery as soon 
as we can get him up there, so hurry, 
wont you?’ 

Sighing, Miss Jones checks the pa- 
tient’s file. Just as she thought. Some 
of the man’s charts were over in the 
There are about 10 of 
them altogether. The “dungeon” hasn't 
changed since this morning; it is still 


‘dungeon 


dark, and still dirty, and she sees a 
spider web across the tiny, dirty win- 
dow that just barely lets in the late 
afternoon sunlight. She almost wishes 
something would happen to her over 


in this old “dungeon,” then maybe the 
hospital officials would do something 
about microfilming the charts, or 
romething. 

She finally gets all the charts to- 
gether, and hurries up to surgery with 
them. “What took you so long?” asks 
Dr. Smith 

She bites her tongue to keep from 
saying anything, but lets him see her 
dirty hands and arms. She returns in 
a very bitter mood to the record room, 
and finishes one insurance paper. 

All of a sudden, she remembers 
something. Tomorrow is the first of 
the month, and all the monthly reports 
have to be made. She lays her head on 
her typewriter and sighs. She looks at 
the stack of charts that doctors have 
completed in the last two days, which 
still must be indexed and filed. The 
box of cards that should be filed in the 
master file is still full. There are several 
records that are yet to be transcribed 
She can think of dozens of things that 
should be done 

Five o'clock, and only one insurance 
paper has been completed. They must 
go out tomorrow! 

The foregoing is light compared to 
some of the days. It is impossible to 
perform the many tasks necessary in 
the medical record department unless 
there is sufficient personnel. If there 
are not enough employes in that de 
partment, there are bound to be com- 
promises somewhere. Either the charts 
will not be checked thoroughly, and 
therefore they will be filed when they 
should not be; or the indexes will not 
be entirely correct; or the filing will 
get far behind, with the result that a 
chart is not easily located when it is 
wanted. There is no room for com 
promise in the record department. Ev 
ery phase of the work is important! 
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CORRIDOR CUT-OFFS 


wo EL CHAIR romances” are 
not uncommon 


institutions or 


among long 


term hos 


pitals designed for their care. Admin 


pat 1ents in 


istrators of such institutions obviously 


are more concerned with the archi 


and 
facil 


ities, both recreational and therapeutic, 


tectural planning, organization 


administration of “coeducational 
than are administrators of hospitals 
for the acutely ill. The emphasis upon 
socio-recreational factors and the de 
gree of fraternization among male and 
female or less in 
proportion 


hospitalization and the degree of pa 


patients 1S greater 


to the number of days’ 


tients’ ambulation 

The problem reaches its peak in 
hospitals for the treatment of mental 
illnesses. Here, separation by sex be 


comes necessary in living quarters as 


Y & 


provide flexibility 


LOUIS ALLEN ABRAMSON 


Architect 


J. J. GOLUB, M.D. 
Hospital Consultant 
New York City 


a therapeutic measure rather than for 


moral or esthetic purposes Sexual 
problems frequently underlie the very 
disturbances for which patients require 
admission to mental hospitals Al 


though schools of psychiatry differ, it 


ar 











om: 


this hospital 


is generally conceded that sexuality, as 
a problem, is a potential among neu 
rotic 

It follows 


patients 


then that separation by 
sex, especially upon admission and dur- 
ing the early period of observation and 
treatment, is essential. Further, added 
emotional disturbances and manifesta 
tions of hostilities by overt acts of ag- 
gression are best controlled by segrega 
tion by sex, particularly when patients 
are seriously disturbed 

Hillside Hospital, located in subur- 
ban New York City, is a nonprofit, 
nonsectarian institution for the care 
and treatment of the curable mentally 
ill. As originally conceived and built 
in 1940, patients were received in the 
Littauer Admissions Pavilion. Because, 
as has been stated, only patients con 


sidered curable are admitted, all but a 


Lire-------— 


Plan of the first floor of the Morris Lowenstein 
Pavilion. Above, a small section showing the corri- 
dor cut-off doors by which flexibility is achieved. 
Hillside Hospital is affiliated with the Federation 
of Jewish Philanthropies of New York. 


A 
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tew of its approximately 100 patients 
may be considered ambulatory and are 
segregated as to both sex and degree 
of disturbance 
is rewarded by 


Response to treatment 
transfer to one of the 
cottages which houses 21 patients. The 
patient is then allowed complete free 
acres of 


dom of the unenclosed 53 


woods, fields, cultivated flower and 
truck gardens, and eventually is dis 
charged 
In the planning of the existing 
group of buildings, much effort was 
made to predetermine the ratio be 
tween male and female bed capacities 
required for patients newly admitted 


and under’ observation. Statistical 


studies of admission applications by 
sex, made during the previous five 
years, demonstrated a marked fluctua 
tion not only by year but by season. An 


iverage for the five-year period was 


assumed and the type of accommoda- 
tions in the existing admissions build- 
ing was determined on this basis 

In the plans recently completed for 
additional structures, greater flexibility 
has been provided, thus eliminating 
the problem of vacancies in accom- 
modations for one sex notwithstand- 
ing a waiting list in rooms assigned 
to the other 

Plans are now nearing completion 
for an expanded hospital which, when 
completed, will provide facilities for 
00 patients and will include a new 
admissions building, additional cot 
tages and combination auditorium and 
recreational hall- seating 250 

To meet the challenging problem of 
providing maximum admissions and a 
minimum of vacancies, the new Low 


enstein Pavilion incorporates in its 


plans an ingenious yet simple device, 


i.e. the inclusion of corridor cut-off 


doors (see plan). Through the lock- 
ing and unlocking of these barriers, the 
accommodations for either sex can be 
expanded or contracted in units of two 


Thus, the male accom- 
modations can vary from 21 to 53 
beds, or a 40 per cent flexibility, while 
the female accommodations can vary 
within an even higher range, 50 to 
82 beds, or 60 per cent. No other 
change is required inasmuch as exits 


or four beds. 


and ancillary services have been de- 
signed for the maximum occupancies 
for each sex 

Through the proposed designs, the 
hospital can vary its admissions by 
sex and at all times maintain nearly a 
100 per cent census. Flow of patients 
may be as free as in an active hospital 
private ward yet without sacrifice of 


discipline and control 


PATIENT IDENTIFICATION MADE POSITIVE 


OSPITAI 


to admit that mistakes occur that 


administrators are loath 


jeopardize the health of our patients 
However, if we are honest with our 
selves and, in the final analysis, honest 
with our patients, we not only admit 
that these mistakes do occur but make 
a sincere effort to prevent their re 
currence 

several cases of 


had 
Cooper Hospital, Camden, N.J., with 


It was only after 


mistaken identity occurred at 


in a relatively short time that we were 
able to take steps necessary to prevent 


them in the future. Fortunately, there 


were no serious results in the cases 


which focused our attention on the 


problem 

Like many hospitals we used bed 
cards to identify ward and semiprivate 
patients. These cards which were 
placed on the foot of each bed were 
frequently hidden from sight by the 
over-bed table or a carelessly placed 
blanket. (When placed on the head of 
the bed the cards are often hidden 
bed is elevated 


Bruno 


when the 

One day Joe (so called for 
purpose of this article), a 65 year old 
native of Italy, who was in a semi 
private room with Mike Caruso (also 
), about the same age 
Italy, 


was 


a fictitious name 


and needed a 
sound 


also a native of 


blood transfusion Joe 
asleep when the laboratory technician 
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Administrator 
Cooper Hospital 
Camden, N.J 


arrived to type him. She could not 


see the bed cards so asked Mike if he 
was Joe Bruno. He grunted some 
response which she interpreted as in 
the affirmative so she typed Mike. A 
took 


later the technician 


the blood up and asked the supervisor 


short time 


to assist her with the transfusion. 
When the technician to Mike 
the supervisor told her no transfusion 
ordered for him. The correct 
patient was found to be of a different 
type and Rh factor. A serious error 
was prevented by a narrow margin 


This case made us stop and think. The 


went 


was 


following stirred us into action 
Baby A was admitted for surgery 
Shortly before going to lunch one of 
the nurses bathed Baby A. While she 
was at lunch another nurse changed 
Baby A to another crib, then put Baby 
B in the crib. When the first nurse 
returned from lunch the operating 
room called for Baby A. She sent a 
student to the crib where she had left 
Baby A. The result is perfectly ob 
vious, Baby B was being anesthetized 
when the nurse rushed to the operat 
ing room and told of the mistake 
After careful consideration of the 
combinations of events that made these 
two cases possible we decided the only 


way to prevent the recurrence was to 
place an identification on the patient 
which would remain on him through 
out his hospital stay. 

We have chosen for this purpose a 
plastic bracelet, which is placed on 
the patient's right arm by the admit- 
ting officer. It is not removed until 
the patient is discharged and then 
only if the patient does not desire to 
keep it. Many of you will probably 
say, “The method is very good but 
it is too expensive.” The bracelets 
are expensive, more so than other 
methods of identification, but we sell 
them to the patient at the actual cost 
and find that most patients are happy 
to have them. 

The bracelet on the right arm is 
readily available for all to check for 
All of our em- 
ployes are check the 
bracelet before carrying out any order 

The bracelet has been used on ap- 
proximately 5000 patients in the last 
four months and only three patients 
have asked to have the bracelets taken 
off before they were discharged. All 
were removed because they made the 
patients nervous and not because of 


positive identification. 
instructed to 


any irritation 

We are well pleased with 
method of positive identification. We 
feel that having recognized a problem 
we have successfully solved it. 


our 





than five months 


A ER more 
ot 


f strenuous effort, mental and 


and physical fatigue beyond the av 
erage imagination—of ripping out 


build 


ing a quonset hut, we at Easton Hos 


cubicles, partitions, walls and 


pital, Easton, Pa 
Staff 


are atcempting to re 


store our and facilities to the 


normal function of a busy, over 


crowded general hospital after han 
dling the worst polio epidemic in the 
that claimed 


caused 


history of this area, one 


the lives of 11 of its victims 


113 patients to be admitted for hos 
and undoubtedly visited 


pital care 


thousands of others who suffered the 
mild symptoms that frequently are not 


recognized by the 


laity as the abor 
tive type 
Our 


time 


story actually begins long 


before the polio epidemic oc 


| 1949 to be 


curred—in early exact. In 


the spring of last year our local county 


polio committee, headed by Postmas 
Schultz, and 


National 


dation for Infantile Paralysis, the pub 


ter Henry consisting of 


representatives of the Foun 


lic health staff, our medical staff 


nurs 


ing and physical therapy departments 


te detailed plans for 


1 
unusual Mt 


met to formul 


handling any mber of 


Easton's experience with P OL 


proves that a hospital can 


be self-sufficient in an epidemic 


A. H. BRITTINGHAM 


Administrator 


polio cases. Invited to this meet 


ing were representatives from the 
Warren County, New Jersey, chapter 
of the 


pital also serves that county 


foundation, since Easton Hos- 
Through 
of the Northampton 
County chapter of the national foun 


the generosity 


dation, we had recently completed a 
modern physical therapy department 
(described in the April 1949 issue of 
The MODERN HOsPITAL ) 
rejuvenated one of 


and also 


our ambulances 
which, among other equipment, car- 
ried a new portable resuscitator, so 
valuable in the bulbar type of polio 

Since our isolation unit contains 
only 10 beds, it was agreed that, should 
the need exist, we would reverse this 
unit with our 25 bed pediatric depart 
The 


and we all felt 


ment, and all would be well! 


meeting disbanded, 


confident that the situation was well 


in hand 
On June 20 we received our first 
and practically one month later, 


By August 9 


case 


on July 18, our second 


we had admitted six cases and were 


somewhat concerned, since that figure 


represented the total number of cases 


treated by the hospital during the pre 


vious year. Two days later, three new 





Easton Hospital, Easton, Pa 


admitted; and now with 
filled, Dr. Rolf I 


Johnson, our orthopedist, and I were 


cases were 


our isolation unit 
seriously concerned 

That night I decided to strip our 
physical therapy department of all but 
the portable baths and Hubbard tank 
and to install eight beds. I also removed 
the cubicle partitions in our isolation 
unit to “squeeze in another case or two" 
if the emergency presented itself. Six 
days later, on August 15, all of the 
expanded space was occupied, and two 
resuscitators and four hot pack ma- 
chines had been flown in by the na 
To me it appeared 
that our area was in for a full-blown 
epidemic and administrative problems 
were mounting daily in our attempt 


tional foundation 


to stay one or two beds ahead of this 
The only available space 
left at this time was that occupied by 
After 


trustees and chiefs of 


catastrophe 
our clinics a conference with 
the board of 
services, I publicly announced through 
the radio and press that after August 
17 clinics would be discontinued dur- 
However, all pa 
tients requiring injections and certain 


ing the emergency 


medical and surgical ambulatory treat- 
ments would receive such care by spe 
cial appointment. Our social service 
director capably managed this part of 
the program, and our nurses and staff 
physicians rendered such care in our 
emergency receiving ward 

In the meantime, our maintenance 
department was performing miracles 
day and night following my organized 


Above: Families crowded around 
open windows near polio pa- 
tients so it was necessary to 
shade the bottom section and 
open the top. Left: Map show- 
ing the area of the epidemic. 





pattern of ripping out walls and parti 
tions, and completing a new 10 bed 
unit in the clinic which 
ready for occupancy in 
In the interim, | 


county commissioners, explained to 


spac A was 
72 hours 

met with our 
them what was happening, and asked 
them for a contribution of $3000 to 
equip this unit. It was unanimously 
approved immediately. 

Meanwhile, seven new patients were 
admitted, so we quickly converted our 
employes’ dining room into a six-bed 
unit and paid these employes cash to 
eat outside the hospital 

At that stage of the chaos, several 
conferences One 
with department heads to brief their 


were called was 
employes on rigid rules and regula- 
tions which I expected to be enforced 
to the letter regarding personal clean- 
liness, isolating themselves from fam- 
ilies or friends with children, persist- 
ent adherence to isolation technics, 
special methods of handling food serv- 
ice and washing of dishes in temporary 
isolation areas, fly and garbage con- 
trol, very restricted visiting throughout 


the entire hospital, and a multitude 


of other exacting and complex orders 

Next, was a meeting with the repre- 
sentatives of the national foundation; 
and this conference resulted in a sim 
plified 
volved 


financial procedure that in- 
a minimum of bookkeeping 
The national foundation assumed the 
responsibility for the cost of the entire 
epidemic at an agreed flat rate of 
$13.50 per day to all patients. Letters 
were mailed by us to the patient or 
legal guardian, outlining this entire 
program and advising that all con 
tributions be paid direct to the local 
foundation 
part by 


chapter of the national 


Those covered in whole or 
Blue Cross or other forms of insurance 
were so credited by us to the national 
foundation. It was further agreed that 
all polio patients admitted would re 


tain their family physician, but our 


orthopedist would be consultant on all 


cases without and without 
cost to the family, this fee to be in 
cluded in the foundation's 


program of underwriting the epidemic 


exception 
national 


The final conference was with the 


board of trustees. I expressed the 
opinion that it was apparent the time 
either to turn additional 


had come 


Above: One of the polio vic- 
tims receiving treatment in the 
Quonset hut, which was set up 
and completely equipped in 
seven days. Right: Treatment 
is given in the Hubbard tank. 


cases away or to provide added tem- 


porary facilities. | recommended the 
latter for the following reasons 

1. We were morally obligated to 
accept cases from Northampton and 
Bucks counties in Pennsylvania, and 
Sussex, Warren and Hunterdon coun- 
ties in New Jersey. 

2. It might be fatal to transport a 
bulbar type of patient to some hos- 
pital many miles beyond us. 

3. Confidence, hope and spiritual 
guidance played an important part in 
each patient’s chance of recovery. The 
opportunity to have his own physician, 
his own parents, his own pastor near 
him all the time should not be denied 
him. 

Approval was given and the public 
was informed by the press and radio 
which were “in” on all of these con 
The 


and 


ferences. response was mag 
nificent We asked 


the public to donate $20,000, but in 


inconceivable 


a few days that amount was pledged 
and we announced reaching our goal 
and thanked the public. The 
munity refused to stop giving, and the 
total finally reached $45,977.37. Radio 
Station WEST undertook its own cam 


com 


paign to raise the entire cost and did 
-with contributions of $21,608.04. It 
was, without a doubt, the most amaz 
ing example of complete community 
sympathetic understanding 
The 


mare; but by pressure, pleading, de 


next seven days were a night 


manding beyond reason and expecting 
the impossible, a completely equipped 
Quonset hut was completed and oc 
cupied in seven days 

Our hut is far more complicated 
than you might imagine in comparison 
with the war-time structure. It is 20 
feet by 60 feet on a concrete block 
foundation, with double floors and in 
sulation for all-weather protection. It 
includes curtain cubicles, special beds 
and complete utility units, toilet facil 
ities, built-in sterilizer, special heating 


and lighting, refrigeration, drug cab 


inets, nurses’ station, portable ice chest, 
linen hampers, electric food carts—a 
Such 
gency units are expensive. For instance, 


complete medical unit emer 
the sterilizer cost $386, the special 
food carts, $1000, drug cabinet, $369; 
plumbing installation was a contribu 
tion valued at more than $3000 
just tO name a few 

Our procedures were simplified as 
far as possible without breaking tech 
nic Patients were admitted to our 
spinal tap room” located near the 
entrance to the receiving ward and 
were discharged from there or assigned 
to a bed in one of the polio units. Ad 
mitting procedures followed the usual 
methods relative to notifying the vari 
ous departments, except that the busi 
ness office followed a simplified pro 
cedure and no charge slips were re 
It must be remembered that 


this system was not inaugurated until 


corded 


two weeks after the epidemic was in 
full force. We carefully tabulated costs 
during those first two weeks, and from 
this experience arrived at the per 
diem flat rate. 

Heated food carts were conveyed to 
and the 


were handed in, so that the cart would 


the door of each unit trays 





not be contaminated. Dishes, cups and 
so forth were paper, and after the meal 
a truck was brought to the unit to 
pick up the paper containers and con 
vey them directly to our incinerator 
Trays and silver were sterilized in our 
isolation unit kitchen and then re- 
turned to the main kitchen. 

The 


full responsibility for keeping us sup- 


national foundation assumed 
plied with respirators and hot pack 
machines—at times a momentous job, 
since we used as many as six respira 
tors and 26 hot pack machines simul 
taneously At peak load, our polio 
unit teams were giving as 
1800 hot packs a day 


Nursing did not represent a prob 


many as 


lem, and here, again, we used an efh 
cient system. Those nurses not having 
young children of their own or liv 
ing where young children also resided 


were accepted for duty and their 
places on the staff were temporarily 
filled by private duty nurses or mem 
bers of our nurses’ alumnae associa 
tion 

All nurses on duty in the polio 
unit were granted a temporary increase 
of 35 per cent. We also added two 
physical therapists to our staff, making 
a total of four. Through the press and 
radio we appealed for helping hands 
to apply hot packs and assist in serv 
ing meals. Forty volunteers responded, 
some of them parents of the patients 
themselves. No one was supposed to 
work more than eight hours, and we 
honestly attempted to be strict about 
this ruling 

Of our total personnel, two nurses 
were stricken with polio, one fatally 
One of these nurses was in Canada on 


her vacation and was admitted on 


The Place of the Social Worker 
in a Tuberculosis Hospital 


N INTERESTING paper on "The 

Place of the Social Worker in 
a Tuberculosis Hospital,’ which ap 
1950 issue of 
Diseases of the Chest, by Allan Hurst 
M.D., Harold Martia 
Hempel reports that the medical pro 


pears in the February 


Nitzberg and 
fession is growing more aware of the 
importance of social work as an aid 
treatment of tuberculous pa 
The fact that 


evolved into an established profession 


to the 


tients social work has 


with high standards makes it more 


useful as an ancillary service for the 


physician 


j 


The authors state that in order to 


develop a true psycho-social approach 


to this illness, especially since it is 


to place 
They 


concerns 


long term, it is mecessary 


more trust in the social worker 
work 


social and 


state that social case 


itself with the emotional 
problems arising out of the 


The 


trom the 


patie nts 


illness case work method must 


be used establishment of 
the patient's diagnosis through hospital 
The 
establishment of 


patient and 


care and after care basic tool of 


this method is the 


rapport between the the 


social worker through the technic of 
interviewing. Through the patient as 
worker acts for 


a focus, the social 


the patient, the sanatorium and _ the 


community 


The authors discuss each stage of 


the patient’s illness and his relation 


ship to the social worker as follows 


1. The use of the social worker's 
technics in having the patient accept 
his diagnosis 

2. The social worker's explanation 
of sanatorium routine and, very often 
a transfer of dependency of the pa 
tient from the family to the social 
worker. This is the period in which 
the patient is helped to adjust to 
sanatorium life 

3. The social worker's aid to the 
patient's family in helping it to ad 
just tO a new situation 

i. The social worker's rdle in plan 
ning for the patient’s discharge and 
eventual fam 


reintegration into the 


ily and community life. This is an 
important aspect of the social worker's 
activities inasmuch as many patients, 
contrary to popular belief, are not 


Rather 


through their long stay in the institu 


eager to leave the sanatorium 


tion, they have become dependent on 


it and often subconsciously resist 
planning for discharge 

The authors describe an interesting 
illustrating the rdle of the 


Case Case 


worker in the total treatment of the 
from diagnosis through dis 
GOTTSI 


Montefiore 


patient 
charge and rehabilitation —I 
GEN, 
Hospital Country Sanatorium, Bedford 


Hills, N.Y. 


assistant director, 


The other nurse was at 


no time near the polio unit; she served 


her return 


in the maternity ward 

Eventually, came the problem of 
ambulatory care. This was solved by 
carefully working out a schedule re 
vised each week and using our station 
wagon to convey the patients on a 
schedule coordinated with the physical 
therapy department. The epidemic 
October 15, 
sporadic cases have continued to be 
On October 
were restored and the dining room 


function. By 


ended about although 


admitted 16 our clinics 


returned to its normal 


October 31 our isolation unit was 
again opened for the admission of 
communicable diseases and our polio 
census reduced to 20, one of whom 
remained in a respirator 

We 


rarily for a meeting room, but will hold 


intend to use our hut tempo- 
it in reserve for emergency facilities 
if needed. When addition 
to the hospital is completed, it will 


our new 
make an excellent repair shop for the 
maintenance department. The surplus 
funds will be used to add a depart 
ment of occupational therapy in our 
new hospital 

Some interesting statistics emerged 
from our experience 

A total of 
of which five were cerebral, 33, bulbar 
There 
trom | 


113 cases was admitted 


Ss 


and 75, spinal were || 


deaths, ranging in ages year 
to 32 years; 50 per cent were over 23 
Those permanently dis 
24, of 
eight are considered severely handi 


Of the total admissions, 63 


years of age 


abled totaled which number 


capped 
were male and 50, female; 16 patients 
required the use of respirators. Of the 


age groups, there were 37 admissions 


between the ages of 4 months and 5 


years; 31 were between 6 and 12 years 


of age; 17 were in the 13 to 16 year 


group; 11 were between 17 and 21 


»? 


years; nine were between 22 and 


remainder, or eight, 
During 


years, and the 


were over 25 years of age 
the epidemic there were five pregnant 
women admitted and three deliveries. 
One of 


mortem Cesarian section and the child 


these deliveries was a post- 


survived less than 24 hours; one 


eclamptic patient died within a few 


j 


hours, and one survived. In addition, 


one patient required a hernioplasty, 
and one suffered appendicitis 

We have all, | am sure, considered 
the possibility and feasibility of being 
self-sufficient in such an epidemic; | 
believe Easton Hospital has proved it 


can be done efficiently 
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THESE TESTS HELP THE HOSPITAL TO 


Measure Nursing Quality 


kn Ww 


NLY we 


tient receives the Care 


whether the pa 
he should 
get, but only the patient knows whether 
he is getting the care he thinks he 
should get.” Dr. Paul R. Hawley, di 
rector of the American College of 
Surgeons, made this statement when 
he was chief surgeon of the European 
Theater of Operations during World 
War Il 


PATIENT’S MEASURE OF GOOD CARE 


Whar factors do patients consider 


nm measuring their nursing care? A 
patient feels he is getting good care 
when 


l. He 


considerate care 


receives courteous, gentle, 


2. He believes that the nurses and 
other hospital personnel are interested 
in him as an individual and not just 
another patient 

3. His friends, relatives and belong 
ings receive careful, thoughtful, con 
siderate care 

1. He has a feeling of security be- 
cause the hospital staff is interested 
in his recovery, comfort, health, hap 
piness and general well-being 

). He is kept clean and comfortable 
medications 
are administered skillfully, thought 
tully 


6. His treatments and 


considerately and on time 
food and drink 
is adequate, tasty, attractively served, 


His nourishment 


on time and when he desires it 
8. He the skill 


and ability of the workers 


has confidence in 


9. He is aware of a feeling of hap- 
piness and job satisfaction among the 
workers, with no feeling of unrest. 

10. His environment is kept clean 
and attractive and the general sanita- 
tion and orderliness of the hospital 
are good 

What 


measuring nursing care? 


consider in 
We say our 


patients are receiving good care when 


factors do we 


1. The primary consideration of the 
n@rsing staff is a humanitarian attitude 
toward its patients 
?. The hospital buildings are free 
from hazards, and properly equipped 
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to permit comfort and scientific care 
to patients 

3. The nursing department organi- 
zation displays the fundamental prin 
ciples of good management 

i. The nursing department is com 
posed of a sufficient number of nurses 
with the necessary qualifications to 
provide safe, adequate nursing care to 
all patients 

5. The nursing personnel perform 
physical, mental, 


ance satisfies the 


emotional and health teaching needs 
of all patients 

humani 
staff 


toward the patients. Might we enlarge 


Let us first consider the 


tarian attitude of the nursing 
the scope of this statement to include 


the feeling of service to the com- 
munity? Then we can think of the hos- 
pital in the broader sphere to include 
preventive as well as curative aspects 
of medical care and to extend beyond 


the “walls 


STRESS HUMANITARIAN ATTITUDE 

All members of the health team, and 
especially our nursing personnel, must 
possess and display by their attitudes 
and treatment of patients a sincere in 
terest in their health and well-being 
When a hospital lacks the “milk of 
human kindness” it lacks its real pur 
pose for existing. When I visit a 
hospital one of the questions I always 
ask myself is, “Would I want to be a 
patient in this hospital?” The human 
itarian attitude of the nurses and other 
personnel strongly influences my an 
swer 

A hospital from 


should be free 


hazards and should be properly 
equipped for the comfort and scientific 
care of the sick. All of us can give ex 
amples of excellent nursing care in an 
outmoded, inconvenient building with 
meager supplies and equipment, but 


give the same staff and the same good 


building 
with good supplies and equipment and 
the nursing should be better. 
When nurses must travel long dis- 
when suit 


Organization a convenient 


care 


tances between patients, 
able supplies and equipment are lack- 
ing, makeshifts have to be 
devised because there are not enough 
sheets, hot bottles, medicine 
glasses and sterile dressings the nursing 
care can be neither efficient nor eco- 
nomical. When ambulant patients, weak 
and debilitated, must walk great dis 
tances to showers and toilets accidents 


when 


water 


may occur 


ORGANIZATION INFLUENCES CARE 


The nursing department organiza 
tion must display the fundamental 
principles of good management. Much 
has been said about good management 
and how it affects good hospital opera- 
tion. The organizational pattern of the 
whole hospital, as well as the organiza 
tion of the nursing department, in 
fluences the hospital's nursing care 
When the organization of the nursing 
department is clearly defined, the 
nurses are qualified, oriented and or- 
ganized so they understand their func- 
tions, and if they are carefully and 
democratically supervised, the patients 
receive good nursing care 

The nursing department must be 
staffed with a sufficient number of 
nurses with the necessary qualifications 
to provide safe adequate nursing care 
to all patients. It is generally known 
that a large number of workers in an 
organization does not necessarily guar 
antee a high quality of performance, 
but it is generally agreed that when 
an insufficient number of workers is 
provided to perform the necessary 
tasks, some functions must of neces 
sity be omitted or short cuts must be 
taken 
number and 
qualifications of the nursing personnel 
required in a hospital, all areas of the 


In determining the 


nursing service are studied, ¢.e. admin- 
istration and supervision, general bed 
side nursing care, and nursing services 
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in all areas, including the operating 
room, delivery room, outpatient de- 
partment, and nonpatient nursing serv- 
ice areas, such as the central supply 
room, which are essential to good 
nursing Care. 

Standards based on studies made in 
hospitals where the nursing care 1s 
considered “good” are used as criteria 
in determining the adequacy of a hos- 
pital’s nursing staff, but each hospital 
must study and measure the adequacy 
of its staff in the light of its own needs 

How many nurses are required to 
plan, organize and supervise a hospital 
nursing service? First, we will want 
to know what hospital functions are 
Are 
housekeeping, dietary and nonnursing 
administrative 


included in the nursing service. 
and clerical functions 
allocated to their respective depart- 
ments, or are nurse 


paring pay rolls, directing housekeep- 


supery isors pre - 


ing personnel, and supervising the 
preparation and serving of food? Do 
the directors of nurses, the supervisors 
and head nurses understand the prin 
ciples of good management, organiza- 
tion and supervision and do they put 
The 


usual criterion used to determine the 


these principles into practice? 


number of administrative-supervisory 
nurse personnel required is the ratio 
of patients to nurse supervisor. Should 
the number, qualifications and training 
of the nurses and other employes under 
her jurisdiction be other criteria? It 
has been demonstrated that a nursing 
staff comprised of a large proportion 
of nonprofessional nurses requires care 
ful organization, orientation, training, 
and 


assignment supervision 


PATTERNS ARE DIVERSIFIED 


The diversified patterns of nursing 
organization in different hospitals and 
often within a single hospital make 
it difhculte to compare nurse super 
visory requirements. For example, hos 
pital A has a head nurse assigned to 
each nursing unit, including the operat 
ing room, Outpatient unit, and central 
supply room, and these head nurses 
are directly responsible to the director 
of nurses. Hospital B has a head nurse 
for each unit and supervisors in Vari- 
ous areas of the hospital, such as 
medical, surgical and obstetrical, who 
in turn have organization lines to the 
director. There are other variations of 
these patterns 

Realizing the limitations of any 


criteria based only on existing prac 
tices | should like to consider, in the 


absence of much-needed research, the 
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criteria suggested for administrative 


manual, 
1 


nursing personnel in the 
Measuring Nursing Resources. 


Daily Average Census 
Including Newborn 
57 patients 
57 patients 
80 patients 
19 patients 


Type of Administrative 
Nursing Personnel 
1 Day Supervisor....... 
1 Evening Supervisor. . . . 
1 Night Supervisor...... 
1} Head Nurse.......... 
A recent study of 22 select general 
hospitals of less than 100 beds showed 
one administrator ° supervisor : h ea d 
nurse to 18 patients ( including new 
born infants)* and one head nurse to 


31 patients.” 


SAVES HEAD NURSE’S TIME 
It has been demonstrated that the 


assignment of a ward clerk or ward 


secretary relieves the head nurse of 


clerical functions and 


increases the time available for super- 


many routine 


should therefore increase 


the efficiency of the nursing unit. A 


vision. It 


study in one of the hospitals in Wash- 
ington, D.C., of the proportion of head 
nurse and professional bedside nurse 
time spent performing clerical activi- 
ties On a nursing unit with and without 
a ward clerk is worthy of note. It 
showed that the head nurse spent 37.8 
per cent of her time performing cleri- 
cal duties when no ward clerk 
available and only 3.1 per cent when 
a ward clerk was employed. The ward 
clerk reduced the 


of the bedside professional nurse from 


was 


clerical functions 
6 per cent to 0.9 per cent. 

The amount of bedside nursing care 
is usually determined by the average 
number of hours of care available per 
patient in 24 hours 

When determining the adequacy of 
the average number of hours of nursing 
care provided per patient we consider 

1. The plan and arrangement of the 
building and the facilities within the 
building. When walk 
long distances between patients or to 


nurses must 
obtain supplies and equipment there 
is less time for nursing care 

2. The kind, amount and distribution 
of supplies and equipment; assembled 


sets, sterile and ready for use, prepared 


by a central supply room, leave more 
nursing time for patient care 


Federal Security Agency, Public Health 
Service, Division of Medical and Hospital 
Resources and Division of Nursing Re 
sources, Washington, D.C 1949 

Includes nurses assigned to director of 
supervisors and head nurses 

Federal Security Agency, Public Health 
Service, Division of Medical and Hospital 
Resources; Stafhng Smal! General Hospitals, 
A Study of Staffing in General Hospitals 

less than 100 beds 


nurses office 


3. Diagnosis and degree of illness. 

4. The kind and amount of care 
given the patients. 

5. The number and types of surgical 
operations. 

6. The schedule for surgical oper- 
ations, dressings, treatments and so on. 

7. The kinds and numbers of emer- 
gencies and accidents. 

8. The 
training and organization of the nurs- 


qualifications, education, 
ing personnel. 

9. The prevailing medical practice, 
including research, kinds of treatments, 
medications, services rendered, and the 
medical practices of the hospital 


STATUS OF ILLNESS CHANGES 

A study conducted at the University 
of California Hospital revealed that 
the use of antibiotics and early ambu- 
lation of surgical patients has resulted 
in a constant change in the status of 
patients’ illnesses as indicated by the 
number of orders written by the doc- 
tor. Where several years ago one set 
of postoperative orders remained prac- 
tically unchanged until a patient was 
discharged, now the patient progresses 
from bed rest to some ambulation and 
then to ambulant status. This change 
in status Causes a continual change of 
physiology and a resultant need for 
changes in treatment and care. Patients 
permitted early ambulation following 
surgery require nursing 
time for reassurance and mental prep- 


considerable 


aration for the increased activity. They 
require assistance in and out of bed 
several times a day and support while 
walking for at least a few times. Maids 
can make empty beds, but it requires 
skillful nursing by qualified nurses to 
carry out complicated procedures and 
to care properly for patients.* 

The hours of nursing care per pa- 
tient and the proportion of this care 
to be performed by professional and 
nonprofessional nursing personnel re- 
quire careful study in every hospital 
and every unit within the hospital 
Two of the guides available are: “A 
Study of the Nursing Service in One 
Children's and Twenty-One General 
Hospitals”® and “Staffing the General 
Hospital: 25 to 100 Beds.”® 


Binehamer, H., Loveland, D., and Ellis, 
R.: Our Patients Require More Care, a 
study of charges occurring in the care ot 
patients under present methods of treat 
ment, Am. J. Nursing 48:366 (June 
1948 : 

National League of Nursing Education, 
Department of Studies, New York, 1948 

Federal Security Agency, Public Health 
Service, Division of Medical and Hospital 
Resources, Washington, D.C., 1949 
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“A Study of Nursing Service in One 
Children’s and Twenty-One General 
Hospitals” recommends certain guides 
to the average number of general nurs- 


) 


ing hours needed per patient in 24 
hours and the proportion of this care 


to be given by professional nurses 


Average Number Hours’ 


Service 


tion of bedside care which should be 
given by the professional nurse on the 
dayshift (7 a.m. to 3 p.m.) to provide 
adequate, safe, economical nursing care 
on an active medical-surgical ward. In 
this study the team method of assign- 
ment was used providing a constant 


Proportion of Hours’ 


Care per Patient in Care by Professiona! 


24 Hours Nurses 





Medical 


Surgical 


Mixed (medical and surgical).............. 


Obstetric 
Postpartum mothers 
Newborn infants 


Delivery and labor room 
Pediatric —all ages 


In private accommodations (medical and 


surgical) 


4 65% 
5 70% 
4 67% 


.0 65% 
.8 77% 
.2 per postpartum mother) 


6 80% 


70% 





number of 
infants, in 


The 
exclusive of 
hospitals studied for this report, varied 


average 
newborn 


patients, 
the 


from 149 to 753 
of the hospitals were associated with 
Two 


patients. Twenty 
professional schools of nursing. 
of the hospitals operated schools for 
trained practical nurses 

The average hours of nursing care 
per patient, including the newborn in- 
fant, in 24 hours and the proportion 
of care recommended for professional 
nurses in “Staffing the General Hos- 


pital—25 to 100 Beds,” are 


Size of Hospital 


number of nursing hours per patient 
It was found that the 1 to 2 ratio— 
one professional nurse tO two nurses 
aides—was the most effective. When a 
| to 1 ratio was used the professional 
nurse performed many functions which 
could have been safely delegated to 
the nurse's aide; when the 1 to 3 ratio 
was used the professional nurse worked 
beyond normal limits and spent all her 
time supervising the nurse's aides, ad- 
ministering treatments and medica- 
tions, preparing patients for surgery, 
and charting. She had no time left 
Proportion of Hours 
of Care by Pro 
fessional Nurses 


Average Number of 


Hours per Patient in 





58% 
52% 
52% 
51% 





This guide was based on the statis 
tical analysis of the staffing in 22 gen 
eral hospitals with from 22 to 88 beds 


The 
proportion- 


but without schools of nursing. 
small hospital requires a 
ately larger number of personnel and 
a larger proportion of professional care 
to ensure adequate coverage at all 
times of the day 

An interesting and valuable study in 
one of the large general hospitals in 
Washington, D.C 
a student in the department of nursing 
the Catholic University 
It deals with the propor 


, has been made by 


education at 
ot America 
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to perform bedside nursing care of 
patients whose condition required her 
attention. This hospital conducts a 
well organized in-service training pro 
gram for nurse’s aides and has been 
using the team method of assignment 
for approximately one year 

The assignment of duties to various 
members of the nursing team requires 
careful study, consideration and super 
vision. First, as many nursing service 
functions as possible are assigned to 
a housekeeping maid or nurse's aide 
and then nurse's aides or practical 
nurses are utilized to assist with pa 


tient care. Three elements are involved 
in the assignment of the nurse’s aide or 
practical nurse 

l. The 
aide or practical nurse functions 

2. The duties of the nurse’s aide or 


way in which the nurses 


practical nurse 

3. The selection of patients to whom 
the nurse's aide or practical nurse may 
Rive varying proportions of care, de- 
pendent upon the patient: (a) degree 
of illness, (b) control of activity, (c) 
behavior reaction, (d) application of 
theory, (e) teaching and rehabilita- 
tion.? 


MEASUREMENT IS NOT EASY 


Measuring the performance of nurs- 
ing to determine whether it is satisfy- 
ing the physical, mental, emotional and 
health teaching needs of our patients 
is not easy because of the many sub- 
jective factors that enter into our judg- 
ments, but studies to measure objec- 
tively the effects of nursing care reveal 
interesting results. One such study 
was carried on by a nurse in a large 
army hospital on a 75 bed plastic sur- 
gery ward with approximately 50 per 
cent of the beds occupied by recent 
postoperative patients. The aim was to 
determine whether “extra” nursing care 


would reduce the need for sedation 
Findings showed that 

1. On evenings when an extra hour 
was taken in preparing patients for 
bed by giving longer back rubs, refill- 
ing water pitchers the second time if 
necessary, and the old iron clad rule 
was overlooked to al 


time with the 


of “lights out 
low the extra 
patients (60 minutes divided among 


nurse 


75 patients is not much), the amount 
of sedation was reduced 33 per cent 
2. On evenings when, in addition 
to the extra nursing care, the doctor 
visited the patients at bed time, the 
sedation was reduced another 12 per 
(45 total ).* 
the 


cent per cent 
In conclusion, if 


formance is such that the principles of 


nursing per 


good medical and surgical aseptic tech- 
nic are practiced, the patients are clean 
and comfortable, their treatments and 
medications are administered skillfully, 
thoughtfully and on time, and their 
physical, emotional and health teach 
ing needs are fulfilled, we can honest 
ly say our patients are receiving good 


nursing Care 


Criteria for the Assignment of the 
Nursing Aide, Am. J. Nursing 49:311 
(May) 1949 

"Schwartz, D 
Measured, Am J 
March) 1948 


Can Be 
48:149 
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Punch Card Accounting 


lightens the load of paper work 


FRANK R. BRADLEY, M.D., and WILLIAM ANDERSON 
Respectively, Director and Comptroller, Barnes Hospital, St. Louis 


HE most radical change in our 
from 
counting to punch card accounting was 


transfer conventional ac- 
encountered during the development 
of the application covering patients’ 
accounts receivable. Heretofore it was 
believed that the punch card equip- 
ment was not entirely suitable or 
adaptable to this particular phase of 
the work. 
research, investigation and planning, 
the patients’ accounts receivable were 
this 


However, after considerable 


transferred to punch cards. At 
hospital the task was a tremendous 
one inasmuch as more than 6000 ac- 
counts were involved in the change- 
over 

Many times during the develop- 
ment which 
However, at- 


period, obstacles arose 
seemed insurmountable 
ter many trials, all these problems were 
solved 

The application as it now stands 
produces, in addition to the patient's 
account, many reports which were un 
obtainable previously. The procedure 
was further involved by the fact that 
three hospitals had to be considered in 
this application through the central- 
ized Many 


which 


tabulating department 


applications were developed 
were thought impractical at the com 
mencement of this work and which 
later proved to be of outstanding value 
One such procedure was the automa 
tic segregation of group hospital ( Blue 
Cross) patients’ charges and credits 
that apply to the patient's portion of 
the which are 
allowed under the Group Hospital con 


tract 


account trom charges 


A sample of this work is shown 
in figure 1 at right 

The eight cards used in this appl 
cation are as follows 
a series by 
Anderson on the 
procedure in use at 


second article in 
and Mr 
accounting 

Hospital St 
articles on this procedure 
forthcoming issues of this 


This is the 
Dr. Bradley 
machine 
Barnes Louis 
will appear in 
magazine 


SUCCESSIVE 
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1. Address and personal data card— 
subdivided three sections: (a) 
patient's name and address, (b) ad- 
mitting data, (c) account guarantor’s 
name and address 

2. Financial 


into 


and statistical card— 
lower portion of card No. 1. 

3. Charge card—debit transaction 
card 

4. Credit 
card 

5. Cash receipt card. 

6. Patient’s account balance forward 
card. 

Aged trial balance forward card 
standard blank cards 


card —credit transaction 


8. Class name card or “type of 
transaction” card—standard blank card. 

From the cards enumerated, all 
transactions relating to patients’ ac- 
counts receivable are handled, and the 
following reports and records are pro- 
duced therefrom: 

1. Daily posting list of charges and 
credits affecting individual accounts 

2. Patients’ statements 

3. Cash receipts register. 

4. Bank deposit ticket. 

5. Sales journal—classified by type 
of sales. 

6. Cash journal—which is the gen- 
eral cash receipts journal. 
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FIG. 2—SAMPLES OF CARDS USED. 


Accounts receivable aged trial 
balance 

8. Trial balance of bad accounts and 
attorney accounts. These reports will 


be discussed later in this series of 
articles 

Figure 2 (above) shows samples 
of the cards used in this application 
Following is a brief description of 
their design and purpose. 

The address and personal data card, 
which is divided into three sections, 
is designed for the purpose of heading 
the patient's ledger account and state- 
ment, from information obtained from 
The 
name and address portion of the card 


the admitting record patient's 
is divided into four fields 

1. Hospital registration number 

. Name of patient 

3. Street address 

4. City and state address 

The admitting data portion of the 
card is divided into five fields as fol- 
lows 

1. Hospital registration number 

?, Room number 

4. Room rate 

i. Admitting date 

5. Time admitted 

The guarantor portion of the card 
is divided into four fields as follows 


1 


1. Hospital registration number 
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2. Name of guarantor. 
3. Street address of guarantor 
j. City and state address of guar- 
antor 
The three parts of this particular 
card produce the entire heading for 
the patient's ledger and statement 
The financial and statistical card was 
designed to compile admitting statis- 
tics on patients by type of hospital 
service, such as general medicine and 
general surgery, and, further, to show 
the type of accommodation obtained, 
i.€. private, semiprivate, ward. This 
card is divided into 20 fields as fol- 
lows 
1. Hospital registration number. 
?. Name of patient 
City address 
State address 
Age 
Sex. 
Race. 
Attending physician 
Type of hospital service 
10. How referred to hospital 
11. Religion 
12. Room number. 
13. Nursing division 
14. Accommodation code—private, 
semiprivate, ward 
15. Room rate. 
16. Admitting date 


17. Type of insurance. 

18. For group hospital insurance, 
whether dependent or subscriber. 

19. Discharge date. 

20. Amount of total hospital bill 

Several of the fields noted are coded 
further to provide complete analysis 
of the admission. For example, Field 
No. 17, “Type of Insurance,” is sub- 
divided into five classifications and, in 
addition, many sub-reports can be 
tabulated from several of the codes 
included in this card. 

The charge card or debit transaction 
card is used to designate the class and 
amount of debit posting to the pa- 
room and 
board charge, operating room charge, 
anesthetic charge. This card is divid- 
ed into 11 fields containing the fol 


tient’s account, such as 


lowing information 

1. Hospital registration number. 

2. Hospital number (refers to one 
of the three hospitals in the group). 

3. Account number income ac- 
count number 

i. Nursing division 

5. Class number—type of charge, 
i.e. drugs 

6. Class name—name of charge, i.e. 
drugs 

Entry date — entry posting date 

date charge is posted on ledger. 
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8. Entry code type of transac- 
tion 

9. Date charged date charge was 
made 

10. Amount of charge 

11. Group hospital indication 

It should be stated here that the 
patient's ledger is compiled from the 
laily posting list of charges and credits 
affecting the individual accounts by 
1 duplicating process known as trans- 
fer posting. No alphabetical descrip 
tion is shown on this ledger, all trans 
ictions being denoted numerically, in 
cluding the information previously de 
scribed in connection with the charge 
card. However, a code is shown on 


lger describing each class of 
The ledger is designed 


this lee 


entry made 


in duplicate form, one of which is 


the patient's copy and the other the 


pa 
hospital copy 


The cre card in connection with 


this application is used for all credit 


transactions with the exception of 


credit for cash payment. Adjustments 


for allowances, discounts and charity 


ire posted with the use of 


The 


identical 


this card 


fields in the credit card are 


with those listed for the 


the one exception ot 


The cash receipt card is a transcrip 


tion of the cashier's receipt prepared 


at the time payment is received, the 


purpose of which is to record on the 
patient's ledger cash payments made 
The is divided 


13 fields as follows 


to the account card 
mito 
1. Hospital registration number 
Hospital number—refers to one 
of the three hospitals in the group 
3. Cash account number 
i. Class number—type of transac 
tion 
5. Class name—class of payment 
6. Entry date—date of posting 
Entry code 
8. Date paid 


9. Amount of 


date of payment 
payment 
indicates 


10. Group hospital 


source of payment 
11. Receipt number 


12. Transit number 


bank clear 
ing house designation 

13. Check or cash 
wward card 


: , 
The balance { 


is obtained automatically by the sum- 


patient s 


mary punching method from the re 


producer as the transactions, both 


charge and credit, are accumulated by 
the tabulator. This card indicates the 


owes at the date 


The 


umount the patient 


of the last posting use of the 


card is to carry forward the amount 


owed by the which are 
added or subtracted 
of the following day 


also applies to the group hospital por- 


patient, to 
the transactions 


This procedure 


tion of the patient S$ account, as sepa- 


rate and distinct balances are main- 

tained for each of the two debtors. 
The patient's balance forward card 

is divided into five fields as follows 
1. Hospital registration number. 


) date card was sum- 


2. Entry date 
mary punched. 

3. Entry code—current, installment, 
bad debt account, or attorney account. 

i. Patient's account balance for 
ward amount 

5. Group hospitalization insurance 
balance forward amount 

The aged trial balance forward card 
is used in the preparation of the ac- 
counts receivable aged trial balance 
report. This card is reproduced from 
the patient's balance forward card and 
contains the following information 

1. Hospital registration number 

2. Patient's account balance forward 
amount. 

3. Entry code 
1. Group hospital balance forward 


transaction code 


amount 

5. Aging of the account—whether 
the account is 30 days old, 60 days, 
90 days, and so on 

This particular procedure actually 
produces the trial balance of outstand- 
ing accounts receivable in proof of 
the general ledger control account and 
simultaneously furnishes an analysis 
of each account as to age. This sub- 
ject is discussed further in a later 
paragraph 

The class name card, designated as 
type of transaction” card, shows the 
type of transaction, such as room and 
board, drugs and so on, and is used to 
enter the account name with respect 
to the patient's statement and the ac 
count number with respect to cash and 


sales journal. The data for this card 
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obtained from the chart of ac 


counts for income and source of cash 


are 


This card contains the 
following fields 


classification 

1. Hospital number — refers to one 
of the three hospitals in the group 

2. Account number income or 
cash classification of accounts 

3. Class number type of charge 
1. Class name name of charge, 
such as drugs with respect to pa- 
tient’s statement 

All major cards and transactions per- 
taining to this application have been 
The 


this procedure is the preparation of 


described briefly next step in 
the patients’ accounts receivable daily 
posting run, referred to previously as 
the transfer posting run of all trans- 
actions affecting each patient's account 
during the day, both charge and credit 
The 


sorting 


transactions are arranged by a 


process im patient account 
order, which, in this instance, is by 
registration number indicated on the 
patient’s ledger. Therefore, the list 
ing of daily transactions is prepared 
for each individual account by regis- 


tration number in one continuous run 


The balance forward, as well as the 


closing balance, is shown on this list- 
ing which is prepared on the tabulat 


ing machine. Inasmuch as all calcula 


tions are done with the punch card 


equipment, the cashier is presented 


with a prebalanced work sheet cover- 
ing the day’s business. These transac- 
tions are posted each morning with 
the transfer posting machine directly 
to the patient's ledger, from the pre- 
balanced listing. 

The following information is trans- 
fer-posted to the patient's account, 
from this listing 

1. Hospital registration number 

2. Date of posting 
3. Class number—type of transac- 
tion in accordance with code shown 
on ledger. 

1. Group hospital amount 

5. Patient's charges 

6. Patient's 
ceipts. 

Patient's balance 

This 
ure 3 

Punch 


credits and cash re 


information is shown in fig- 


this 
particular portion of the application 


cards participating in 
are 
1. Patient's balance forward card 
Charge card 
3. Credit 
4. Cash 
Figure 4 shows the patient's ledger 


card. 


receipt card 


as it appears when completed for the 
sample account 
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Thus far we have explained the use 
of the various cards in this application 
in the preparation of the patient's 
ledger, the sales journal and the cash 
journal. We are now concerned with 
the preparation of the patient's state- 
ment of This statement, a 
sample of which was presented earlier 
in the chapter, is prepared weekly in 


account. 


accordance with our customary credit 
terms. 

The principal distinction between 
the patient’s ledger account and the 
patient's statement is that the patient's 
ledger, as we stated previously, is a 
transfer posting application, whereas 
the patient’s statement is prepared en- 
tirely independently of the ledger it- 
self, and from the cards previously 
used to accumulate the data that were 
originally posted to the patient's ledger 
account. 

Another distinction between the pa- 
tient’s ledger account and the patient's 
statement is the alphabetical indica 
tion of charge and credit transactions 
on the statement instead of use of class 
code as on the patient's ledger. In 
other respects, the two statements are 
similar 
used in the 


Cards preparation of 


this statement are as follows 


1. Address and personal data card 
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Balance forward card 
Charge card 
Credit card. 
5. Cash receipt card 
The patient's weekly statement is 
designed in continuous form or fan- 
fold style; therefore, after the punch 
cards have been placed in the tabu- 
lator and the statement aligned in 
the printing carriage of the tabulator, 
statements are printed 
continuously. In 
700 weekly 
statements are prepared and, on com 


the patients 


automatically and 


this application about 
pletion of this run, are then ready for 


distribution to the patients in the 
house 

At the close of each month, and from 
punch cards previously used 
file 


tients’ accounts receivable is prepared 


and in 
a trial balance of the unpaid pa 


in proof of the general ledger con 


trolling account, which is a customary 


accounting procedure. However, in 


addition to the listing of each individ 


ual account, there also is obtained 


simultaneously a tabulation of the age 
of these accounts. This report (fig 

is called the aged trial balance and is 
headed to produce the desired break 
down of patients’ accounts receivable 
namely, current accounts, 30 day ac 


70 


counts, 60 day accounts, 90 to 180 
day accounts, and accounts prior to 
180 days 

The column 
provided for listing of charity accounts, 
on such patients who are still in the 
house. The columns “Bad 
Debt” and “Attorney” are provided 
for separate trial balances run on these 


headed “Charity” is 


headed 


classes of accounts. 

The aged trial balance forward card 
is used in the preparation of this par- 
ticular report 
As discussed earlier, the charge card 
debit 
designate the class and amount of 


or transaction card is used to 
debit posting to the patient’s account, 
such as room and board, operating 
room, and similar charges. This same 
card is used in the preparation of the 
sales journal, which is a daily recapit 
ulation of all charges to patients by 
type of income. This particular form 
is used for three purposes, namely, 
Cash Receipts, coded as No. 1; Sales 
Journal, coded as No. 2, and Journal 
Voucher Register, coded as No. 3 
The journal voucher register will be 
discussed in the section relating to 
the general ledger application 
The headings on the sales journal 


6) show the account name, the 


hg 


entry date, hospital to receive credit, 
income account number, daily sales 
amounts and month-to-date total 
Therefore, at the close of any month, 
the last run of the sales journal auto- 
matically produces the final totals for 
that month. This procedure is repeated 
each month. 

The cash receipt journal (fig. 7), 
coded No. 1 on the same form as the 
sales journal, is tabulated in much the 
same manner as the sales journal. In 


the preparation of this record, the same 


cash receipt card is used which was 


prepared at the time payment was re 
ceived, and used previously in the 
preparation of the patient's ledger ac 
and other income 

This journal is tabulated to 
the total of cash re- 
ceived and to distribute such receipts 


count accounts 
affected 
show amount 


to patients’ accounts receivable con- 
trolling account and other income con 
trolling accounts as they may arise 

All cards and forms now have been 
discussed in a general manner in con- 
nection with the patients’ accounts 
receivable application, including the 
sales and cash journals, and the ac 
counts receivable aged trial balance 
The details of the application will be 


described in the succeeding chapter 
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“The doctor clarifies a point by the use of x-ray 
film which lends itself well to television because 
every detail can be seen by the audience. 


a 


T IS not quite three years since 
the first operation was televised 
at the Johns Hopkins Hospital in 
Baltimore. In describing this experi- 
in the use of television as an 
aid in teaching surgery, James E 
Hague and Dr. Edwin L. Crosby wrote, 
‘Television may not be the whole an- 
swer to the problem of graphic teach- 
ing of surgery, but there can be little 
serious doubt that it is part of the 
answer.”* So important a part was 
it considered that when the new op- 
erating rooms of the hospital were 
1948, they were all 


ment 


opened in May 
set up for television 

While much has been written about 
the use of television in the teaching 
of surgery, little, as yet, has been re- 
ported about its use for teaching in 
other fields of medicine. On Nov. 10 
and 11, 1949, the New England Cen- 
ter Hospital, a unit of the New Eng- 
land Medical Center, Boston, presented 
a telecast of six medical clinics and a 
surgical procedure for the New Eng- 
land Postgraduate Assembly. Because 
this is a new application of television 
as a teaching medium, and one which 
will undoubtedly be used more and 
more, it might be of help to others 
to know something of the first-hand 
experiences here at the Center Hos- 
pital. 

Putting on a_ television 
similar to building a hospital. When 
the hospital is built, you know what 
you should have known before you 
started, but by then it is too late to 
So, too, in televising 


show is 


make changes 
medical clinics from a hospital—after 
the show is over, you realize what you 
should have known before you even 
started! 

*Hague, James E., and Crosby, Edwin 


I Television, Newest Aid in Teaching 
Surgery, Mod Hosp. 70:65 (April) 1948 
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TELEVISED CLINICS 


are as useful for teaching medicine 


as they are for teaching surgery 


RICHARD T. VIGUERS 


Administrator 


New England Medical Center 


Boston 


MARJORIE L. SHEA 
Public Relations Officer 


New England Medical Center 


The televising of this program was 
done by the Radio Corporation of 
America, and it was presented through 
the courtesy of E. R. Squibb and Sons. 
The program was carried by cable from 
the hospital lecture hall and operating 
room to the hospital roof, on by micro- 
wave to the John Hancock Building, 
the tallest building in the city, then 
on to the Copley Plaza Hotel where 
it was projected simultaneously on a 
large 6 by 8 foot screen and several 
smaller sets before an audience of 
some 250 doctors. 

After preliminary meetings with the 
committee of the New England Post- 
graduate Assembly to determine the 
types of clinics that would be most 
interesting and that could be most 
effectively presented, it was decided 
to have a clinic on respiratory resus 
citation given by the anesthesiologist 
a neurological clinic by the neurolog 
ical service and the neurosurgical serv- 
ice; a Clinic on the diagnosis and 
treatment of poliomyelitis by the polio- 


Boston 


myelitis clinic of the Children’s Hos- 
pital Medical Center; a spleen clinic 
by the hematologist; a demonstration 
of the measurement of thyroid func- 
tion by means of radioactive iodine by 
the endocrinological group; a thera- 
peutic conference on heart failure by 
the internists, and a splenectomy by 
the surgeon-in-chief. 

Next, a meeting was held with the 
representative of RCA to determine 
the location of a room to be used as 
a studio. One of the lecture halls 
proved adequate for this purpose since, 
in addition to having three entrances, 
there was a space approximately 24 
by 24 feet that could be cleared. One 
of the operating rooms was selected 
for the surgery, and a small area ap- 
proximately 8 by 8 feet was set aside 
as the control room. It 
necessary to check the electric 
current available to supply the re- 
quired amount of electricity of the 
right type for the power needed in 
the operation of the television equip- 


television 


was 


71 





a week before the tele 


A bout 


cast, the equipment arrived and a space 


ment 


of at least 20 by 30 feet was required 


for storage We were fortunate in 


having an unfinished area, about 40 


by 20 feet, where all the equipment 


ind the television sets could be locked 


up and fully protected 


In addition to the crew of eight 


men sent by RCA to handle practically 
ull of the work incident to the setting 
up of the equipment, two electricians 


ind a carpenter from the hospital 


maintenance crew were needed as 


cables and 


sist them in running thei 
in running in special lighting circuits 
lecture hall which 


} 
Ss ne studio 


to the was serving 


takes 


i large amount of lighting to give the 


Obviously, it 


proper illumination for the studio, and 


we succeeded by tapping three dif 


ferent electric circuits to provide the 


necessary current. If the studio had 


been located at the end of a hallway 


where there was only one current im 


mediately available, we would have 


had a serious problem because the 
lines and fuses are usually not adequate 


to take care of this special load 


It was found desirable to suspend 


. ' 
the television cables, running from the 


control rooms to the studio, from the 


ceiling in order to allow space in 


a for carts, ambulatory patients 
; : 


Md patients Deing Move 
and for 


We were 


rooms 


CCOSS | 
Was not I™ ssible 
inch beam t 


the ce iling 


Left: A neurological clinic was 
presented by the neurological 
and neurosurgical services. 
Right: The program was pro- 
jected simultaneously on a large 
6 by 8 foot screen and on sev- 
eral smaller sets before an audi- 
ence of some 250 physicians. 
real show 


A television show 1s a 


every sense of the word. It cannot 


be put on 
The 
ind then, the day 
we had a dress rehearsal, working with 


without some rehearsal 
individual clinics held rehearsals 


before the telecast, 


the television cameras, but telecasting 


only to monitor sets within the hos- 


This 


essential not 


pital rehearsal was absolutely 


only to familiarize the 
doctors with the conditions they would 
have to meet and to show them what 
could be properly televised and what 
could not, but also to familiarize the 


cameramen with the program to be 
presented so they could be ready to 
focus on the right things and make 
shifts between cameras. On the first 
day of the two-day program we had 
two cameras available in the studio, 
a minimum essential to a smooth per 
formance. On the second day one 
camera was set up in the studio and 
and _ the 


one in an operating room 


result was much rougher presenta 


tion in the studio because in changing 
from one object to another, the single 
camera showed many blurs 
Rehearsal day is a good time to hold 
the press conference 


<i interrupt 


for it is possible 
the program for pictures 
without seriously affecting 


Such 


it that time 


a pre gram has 


news value and 


he performance 


considerable an inter 


story giving the details of the 


Tit 
sion setup as well as the educ a 
purposes of the program, to 


pictures should be pre 


pared in advance and given to the 
photographers and reporters at the 
time of the press conference. 

It is important to have a special 
release for televising signed by all 
the patients presented in the tele- 
vision clinic. This release should be 
made broad enough to cover the vari- 
and 


ous agencies participating, also 


to cover newspaper publicity even 
though the actual program is televised 
as was the 


over a restricted channel 


case in the program for physicians 
attending the postgraduate assembly 

As we worked out our first tele- 
vision program, step by step, we jotted 
cown random facts to guide us in the 
future. The following observations re- 
sulted from our first venture in tele- 
vision at the New England Center 
Hospital 

1. All charts should be prepared in 
the relation of three units high and 
four units wide; that is, if the chart 
is 40 inches long, it should measure 
30 inches from top to bottom. This 
is not always possible, especially in 
when it can 


cases of x-ray film, but 


be done, the chart fits the television 
screen. It is also desirable to have a 
gray background on any posters or 


charts since a white background re- 
flects the light and interferes with the 
clear presentation. Photostats do not 
reproduce well over television because 
X-ray films, 


however, lend themselves perfectly to 


ot their shiny surtace 


television and every detail can be seen 


distinctly by the audience. Some col- 


ored slides, 4 by 4 inches, were used, 
and these were highly satisfactory and 
enabled the audience to see the struc 
tures without difficulty 

Some of the clinics should begin 


on the exact minute for which they 
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are scheduled. For example, the sur- 
gical procedure can be timed to start 
it the agreed time, but in order for 
the patient to be prepared and an- 
esthetized and for the preliminary in- 
cision to be made, a cooperative effort 
is required so that the surgical group 
can be ready and be televised at the 
scheduled time. Since some of the 
clinics will not run for the exact time 
allowed, it is advisable to have them 
before pro- 
cedure. For example, we started one 


scheduled the surgical 


day with a 30 minute spleen clinic 
at 10 o'clock. The splenectomy was 
scheduled on the telecast to begin at 
12 o'clock. The demonstration shown 
after the spleen clinic was scheduled 
to run from 11 to 11:30 but ran only 
20 minutes. It was, therefore, neces- 
sary to run the next clinic, a round 
table on heart failure, from 11:20 
to 12 o'clock to fill in the 
This with a 
table discussion, but if we had sched- 
uled a demonstration or a clinic that 


time 


was easy to do round 


was not flexible as to time, we would 
not have been in a position to make 
the switch-over to surgery as scheduled. 

3. It is important to work out in 
detail the change from one clinic to 
another. Equipment must be moved 
in and out without interrupting the 
show, and this can be done by having 
the camera focused on the man intro- 
cucing the clinic while the shift is 
being made. We found it helpful to 
make a little sketch that could be 
followed by the cameramen, with a 
duplicate for the man at the control 
panel, showing on just which person 
or object the camera would be focused 
while the shifts were being made 

4. If there are two cameras avail- 
able for the operating room the re 
sults will be more satisfactory because 
it will be possible to shift from the 
fixed shows only the 


camera, which 


operating field, to a studio camera, 
which would show the whole operat- 
ing room and/or details, such as the 
work of the anesthesiologist. We found 
it a satisfactory arrangement to have 
the surgeon wear a small microphone 
under his mask and to give the run- 
ning comment on the surgical proce 
dure. In other telecasts it has been 
found equally, if not more, satisfactory 
to have another senior 


surgeon give 


the running comment and to switch 
the microphone over to the operating 
surgeon for whatever additional com 
ments he deemed advisable 


5 A 


closely approximate the real perform- 


dress rehearsal should as 
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ance as possible. For example, the pa- 
tients should be presented in the clinic 
and, in surgery, an actual surgical pro- 
cedure should be carried out, for only 
in this way is it possible to detect 
problems and difficulties that may arise 
when the actual show is in progress. 

6. The use of microphones in the 
clinics presents a problem. The sim- 
plest solution seems to be to have a 
hand microphone held by the person 
who is speaking and then turned over 
by him to the next speaker. When the 
physician who is speaking requires 
both his hands to demonstrate a pro- 
cedure or examine a patient, the mi- 
crophone can be held by an assistant 
We used this type of microphone and 
also a microphone suspended from the 
This requires 
trained personnel to move the boom 
and, at best, is likely to pick up a 
considerable amount of noise from the 


boom. combination 


movement over the floor. It also makes 
for complications in the control room, 
since the personnel there must be 
cued to make the shift from one mi 
crophone to another 

It is helpful in the interests of 
smooth performance if the doctors 
give the television cameramen advance 
warning of shifts. For example, if a 
doctor is going to show an x-ray film, 
such a remark as, “Now if we can 
move over to the viewing box,” gives 
the cameramen time to make the nec- 
essary switch, whereas, if the doctor 


just suddenly takes off for the viewing 
box, the camera remains focused on 
thin air. 

8. A simple but important must is 
that all speakers should look at the 
camera, for only by so doing will they 
be looking directly at their audience 
when the program is televised. 

9. There should be two persons 
responsible for the coordination of the 
activities in the studio and the oper- 
ating room. We had the head of the 
television crew act as floor manager 
in the studio, and a senior resident 
serve as contact man between the oper- 
ating room and the control room. 

10. In the last analysis, the success 
of the program depends upon the 
competence and cooperation of the 
man directing the entire television 
project. We considered ourselves most 
fortunate in this respect to have the 
direction of our program in the hands 
of Walter L. Lawrence of RCA who 
not only handled the technical matters 
involved, but also had a complete 
grasp of the entire problem of tele- 
vising medical clinics. 

Our first experience in televising 
medical clinics has given us more than 
a familiarity with the procedures in- 
volved and some knowledge of the 
problems to be met in putting on 
such a program. It has brought to us 
a realization of the potential uses of 
television not only in surgery but also 
in other fields of medical education 


ADMINISTRATIVE CAPSULES 


IN NO OTHER SPHERE of executive life do you find the continual challenge 


of emergency 


situations that you find in the modern hospital. It is literally 


true that every case is a law unto itself, that it is without precedent and that 
it requires accuracy of judgment on which life itself depends. 


THE TENACITY AND STUBBORNNESS of prolonged illness must be matched 
equally by tenacity and stubbornness in our medical and social scientists who 


deal with it 


PUN OF THE MONTH: “Shoemaker stick to your last” does not apply to the 
hospital executive who deals with such a variety of lasts, souls and heels. 


WHEN SOCIETY made the decision that patients, lacking financial means 


with which to purchase adequate care, could not be treated at home during 
illness with the best results, and considered it in the interest of the sick (and 


incidentally, in the doctor's interest) t 


o herd them in to wards where they 


could be treated on a time-saving and efficiency basis, an extraordinarily great 


risk and responsibility were assumed 


PATIENTS WHO DO NOT NEED A HOSPITAL BED and are homeless belong in an 


intermediate type of institution 


a substitute for the home 


under the protect- 


ing wing of the hospital which radiates medical care in their direction, as neces 


sary, by an extramural hospital program 


E. M. BLUESTONE, M.D 





The hospital runs smoothly on a 


PLAN of 


FELT bright and shiny in my navy 


lieutenants uniform that January 


day Uncle Sam called me to active 


duty. Saying good-bye in the station, 
everyone was reassuring and hopeful 
The president of the board of direc 


and 


tors patted me on the 
said, “We'll be all 

back. If the cadet nursing pro 
can fill in 
And get by 


shoulder 


right until you 
come 
ram produces and if we 
with aides, we'll get by 
our little hospital did—just 

In short terse paragraphs and wistful 
[ learned of the 


Hospital for 


war. | 


notes trying 


times Ingle side 


forlorn 
mental 
diseases had during the soon 
understood that all hospital admin 
istrators who stayed behind to keep 
the home fires burning battled to keep 
spark of and 


alive the cooperation 


unity that is hospital. It troubled 
me at a distance of ten thousand miles 
ind it tre after I 
Everything has come easy in hospital 


work Pearl Harbor 


, } 
thing per nnet, 


ibled me returned 


Since Save one 


PHILOSOPHY HAS CHANGED 


Any hospital whose chief goal has 


} 


been service community has 


ugly facts 

iges in philoso 
uman naturf We 
learned that large 


population n 


economics and 
segment of 


femal longer finds 
the nursing 
Why? Fill 


dozen 


We have 


increase in salar vr orderlies 


profession ittractive 
n your own reasons. | 
have a 
OO per cent 
attend 
1 
Work 


ints, scrubwomen and cafeteria 


ers offered no inducement to work 


in a hospital We have learned that 


regardless of tf r experience 


ning 


he spital work is not lone the 


way < ipable t Iministr 


1 Sk person no 


wants. It seems t 


' , ' , , 
longer has the same ul rt ivin 


spark of humanity tionally 


burns in th nu reast hort 
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GEORGE H. HOLMES 


Administrator 
Ingleside Hospital 
Cleveland 


hours, uniforms, sick leave, vacations, 
pensions, hospitalization, benefits 
rights, privileges and social equality 
instead of stimulating people to seek 
us out for jobs seem to have worked 
in reverse 


We all 
directors and administrators who ran 


know stories of hospital 
laundry equipment or spelled the dish 
washer 

If you concur in the foregoing, then 
your soul is also scarred with each 
report of a pressure sore, a hypodermic 
abcess, a fecal impaction, an unchanged 
bed, a dirty bedpan, a cold tray, a 
missing pedicure, a pitcher of luke 
warm drinking water—in short, an 
unhappy patient 

Nort long after I returned, I in 
ventoried our personnel and carefully 
evaluated each job and operation in 
an eye to licking 


the ennui and neglect which the war 


the hospital with 


left in its wake 


road brought me back to that single 


Every turn of the 


the human being and 
New 


made for 


imponderable 
his perverse nature equipment 


and better technic easier, 


more satisfying tasks. Patience, toler 
ince and greater sympathy made su 
pervisors and directors easier to work 
for. Why had 
sick a calloused, unglorious 


hodge podge 3 I 


then, service to the 
become 
was determined to 
find the answer 

I found an analogy in the ship | 


There 


Ww eeks 


sailed for Uncle Sam we took 


raw recruits, six away from 


civilian life, and molded them into a 
fighting crew, capable ot performing 
a hundred intricate tasks, from repair 
ing motors and engines to chipping 


decks 


eact 


rust on the I remembered that 


the soul of day's operations on 
Plan 


As executive officer, it 


the ship was a thing called the 
Day 


lraw up this plan and 


the DAY 


see that it was distributed throughout 
the ship and meticulously followed. I 
wondered if it was possible to work 
out a similar plan for the hospital. 
The 


keeper, the dietitian, the nursing super- 


medical director, the house 
visor and I outlined the duties that came 
under each head. It was apparent that 


we could tie all the diet and house- 
keeping functions to the nursing ad- 
ministration for purposes ot planning 
We then set up a master plan out- 
lining the broad functions of the hos- 
pital for each day in the week. We 
set up a chart of the hospital and its 
105 beds. We 


pital into stations with varying num- 


then divided the hos- 
bers of beds. Stations where patients 
were untidy or required complete bed- 
side nursing had fewer beds than did 
those where patients were ambulatory. 
For each station, we prepared a routine 
book listing procedures and schedules 
As I look back on the 
stage, it seems like a great 
deal of work inasmuch as we had to 


to be f« le Ww ed 
formative 


have a different master plan for each 
day ot routine 


schedule for each station for each day 


the week and a new 


of the week 


PLAN POSTED EACH DAY 
The master plan was posted at the 
where shift re- 
Under the simple 


bulletin board each 
ported for duty 
Plan of the Day” heading we listed 

1. Supervisor in charge of nursing 
2. Medications nurse. 

3. Charting nurses 

i. Station assignments listing indi- 
viduals 

5. Persons off duty 


Visiting d 


octors 
Rounds and reporting routines. 
Turn exit lights on or off. 
Check in keys and thermometers, 
time 
10. Key boxes, scissors, check in 
check 


11. Admonition to nursing 


routine in station book 
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12. All aides and nurses to answer 
emergency Calls. 

13. Charge nurses to make report 
to nursing office. 

14. Request for suggestions. 

At each station we installed the rou- 
tine and procedure book. It listed the 
following routines with instructions 
for each: 

1. Hours of rounds. 

2. Time for T.P.R. check. 

3. Visiting doctors. 

4. Bedside care. 

5. Patients allowed visitors. 

6. Time for progress notes and 
nursing notes. 

7. Mealtime and relief provided. 

8. Time and place of staff meetings. 

9. Enemas 

10. Shampoos or manicures. 

11. Supplementary work, such as 
making pads, clearing drawers 

12. Weighing days. 

13. Administrator's (captain's) in- 
spection 

14. Number of beds assigned and 
scope of work. 

Later we carried our plan a little 
farther when we assigned locked 
closets to each station. Each morn- 
ing the central supply department 


would collect requisitions and fill the 
station’s closet with linen, alcohol, 
green soap, talcum powder, bandages, 
pads, toilet paper, towels and soap. 

Before launching the plan we called 
a general meeting of the entire staff, 
including everyone who could be 
spared from duty. We outlined and 
reiterated the general philosophy un- 
der which the hospital operated in the 
community. We cited, frankly, where 
we thought the hospital failed in its 
functions. In this rousing pep meeting, 
we sold the members of the staff the 
idea that the “Plan of the Day” would 
make their work simpler, relieve them 
of administrative responsibility, re- 
duce the time spent overlapping or 
chasing supplies, and, finally, get the 
nurses and attendants closer to their 
individual charges. We discussed the 
losses the hospital was suffering from 
carelessness or thievery. We declared 
the patients’ right to the finest care 
possible. We emphasized that the plan 
was designed to give the staff proper 
recognition for work well done. 

After a shakedown, with a few 
changes for smoother operation, we 
set up our toughest nursing ward as 
a training ground under our finest 


nurse. Every nurse and aide was as- 
signed here for a refresher course and 
then returned to a regular station. The 
plan has been in operation for several 
months with results far beyond our 
fondest hopes. Each new employe is 
started in our training ward and thor- 
oughly indoctrinated with Ingleside’s 
philosophy. If the quality of work 
lags, we have several ways of picking 
up the laggard before serious damage 
is done. If a refresher course will 
effect a cure, it is prescribed. So 
thoroughly has the idea taken hold that 
we have real esprit de corps in the 
hospital. Each station takes great pride 
in the looks and results on the floor. 
Inspection Day is a great occasion 
now. There is a genuine pride in the 
work, and competition among stations 
has provided additional incentive that 
was lacking before. 

The foregoing is not to be inter- 
preted as a cure-all for every adminis- 
trator’s personnel problems. I hon- 
estly don’t know whether the plan 
would work in a 1000 bed hospital. 
I do know that if I had a 1000 bed 
hospital, I'd give it a whirl and run 
it as the navy runs its ships and sta- 
tions. 


REPORT A.C.S. MAY DROP HOSPITAL PROGRAM 


Chicago.—The hospital standardization program of the American 


College of Surgeons may be turned over to the American Hospital 
Association or the American Medical Association, it was reported here 
last month. Trustees of both organizations are considering proposals 
looking toward abandonment by the college of the hospital approval 
program it inaugurated more than 25 years ago, it was learned. 

The approval program for hospitals was developed and directed for 
many years by Dr. Malcolm T. MacEachern, who became director 
emeritus of the college last March when Dr. Paul R. Hawley was named 
director. Dr. MacEachern is expected to retire from the college staff 
if arrangements to transfer the hospital program to another organiza- 
tion are completed. 

Meeting in San Francisco late in June, officials of the A.M.A. were 
expected to consider the advisability of taking over the college stan- 
dardization activity as an associated program to the intern and resi- 
dency approval program conducted by the A.M.A.'s council on medical 
education and hospitals. 

Trustees of the American Hospital Association, it was reported, have 
been considering ways and means of taking over the college system 
of inspections and evaluations aimed at maintaining high standards of 


administrative performance in the nation's hospitals. 
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Publicity Goes to Their Heads 


UST for tun—a Toni 


for everyone! 


Spring 
That's the rea 
Hat 


Hospital, ac 


son for the Easter Prevue at 


Pittsburgh’s Shadyside 


cording to public relations director 
Kathryn Power 

Everyone connected with Shadyside 
Miss Power 


is invited to participate 


explains—patients, personnel, students, 


"Operation 1950," designed by the 
operating room staff, is shown here 
by Roberta Budin, dispensary nurse. 


~— & 


Modeled by Isabel Tarratt, the ''X- 
Ray Special’ features lead-foil, 
film and instructions for patients. 


76 


Shadyside Hospital's Easter Hat Prevue 


Is Fun for Everybody, Draws Crowds and 


Makes Newspaper Headlines for Hospital 


special nurses, friends—and everyone 
enters into the spirit of fun. 

1949, 
and it was one of the most popular 


“We had our first Prevue in 


and entertaining features we ever had, 
Miss Power 


patients, visitors and personnel were 


said. “Trustees, doctors, 
among the interested spectators. We 


had many favorable comments from 


Naomi Rosenkranz wants to know 
if maintenance staff's "Rainmaker" 
will get Mary Johnson all wet. 


Dr. Laura Blair, house physician, 
helps lab technician Doris Wissman 
model the surgical staff's creation. 


others who saw the newspaper pic 
tures and television show 

In addition to the hospital hats cre- 
ated by Shadyside employes using 
materials from their own hospital de- 
partments (see below), the exhibit 
featured real Easter hats and another 
section showing from 


nurses Caps 


more than 40 different schools 


The pharmacy staff at Shadyside 
made the "Pill Box,"’ worn here by 
Mary Lou Johnson, social service. 


‘ 
"Knockout" is the apposite name 


anesthesia staff gave creation worn 
by the anesthetist, Dorothy Braun. 
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MR. ADMINISTRATOR, R.N. 


An R.N. after his name is no handicap to a man 


Mé& ADMINISTRATOR, R.N 
isn't as unthinkable as it ap 
be consid 


an R.N 


execulive post 


pears! The board may 


a male candidate with 


ering 
after his name tor the 


of a hospital Unusual!” the com- 
mittee on 
But 


been conditioned badly 


appointments may protest 


should it be? Perhaps we have 
while over 
looking this source of executive ma- 
terial till now. We seem to have shied 
way from it 

Male registered nursing as a back- 
ground for hospital administration has 
become more acceptable since the war 
ind it has influenced, to some degree, 
the growth of university 
One 


graduating class of 


courses in 
out of six members 
1950 in 
Columbia 


this subject 
of the 
hospital administration at 
University is a registered nurse, and 
ot these, three out of four are 


One-third of 


men 
1950 
idministration at 
all men, have an R.N 
Similar 


the students in the 
class in hospital 


Yale University, 


ittached to their names. 


courses in other universities reveal 


similar pictures 


WHERE THE TREND STARTED 
Whether this manifest trend is one 


of the end results of the depression 


years of the 1930's, during which 
many alert and pr mising young men 


lack of 


funds to undertake full college train 


entered schools for 


nursing 


whether it is the result of 


intensified 


Ing, OF 


planned ettort to recruit 


students to combat 


of women candidates for 


men the shortage 


nursing 


schools is difficult to determine 


That the war encouraged this trend 


is undeniable these 


ireds_ of 


During years 


hun men registered nurses 


were incorporated into the various 


military medical services and in most 


nstances earned duties of an admin 


nature. This stimulated in 


terest in the 


istrative 
idministrative aspects of 
lividuals. At 


the same time new vistas were opened 


medical care in these in 


group of qualified men who, in 


nearly all uld have been un 


nistrative 


tal, New York 


ne 


H 


*} 
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entering hospital administration. In fact 


it is an asset, says a former male nurse 


MALCOLM SMITH 


Administrator 
Richmond Memorial Hospital, Dreyfus Foundation 
Staten Island, N.Y. 


able to progress to top administrative 
positions within the framework of 
the nursing profession because of the 
strong influence of tradition. The 
rapid growth of university courses in 
hospital administration since the war 
has aided such men in obtaining the 
necessary academic background for ex- 
ecutive work. 

Why, you will ask, are not women 
nurses represented proportionately in 
these academic programs to develop 
hospital executives? The answer seems 
to be this: women registered nurses 
have always been able to rise to ex 
trame- 


ecutive within the 


work of their own profession, as evi- 


positions 


denced by directors of nursing service, 
directors of nursing schools, directors 
of visiting nursing groups, directors 
of public health nursing groups, and 
top army, navy and Veterans Admin- 
istration positions, whereas, with no- 
tably few exceptions, these opportuni- 
Also, 
qualified women registered nurses have 
always been able to obtain the neces- 
sary academic training required for 


ties have been closed to men. 


these positions in the numerous uni 
versity graduate nursing programs. 
The opportunities within the nursing 
field for with administrative 
umbitions 
ind the demand for formal training 
in hospital administration per se has 


women 


have not been restricted 


therefore not been as great 

Some leaders in the hospital field 
have from time to time raised the 
question of men in addition to women 
For 
Bluestone in a 
Rate Yourself, 


in which he was 


for executive nursing 
example, Dr. E. M 
short article entitled 
Mr. Administrator,” 
recording a few stimulating ideas in 
the interest of hospital progress, wrote, 


pe ySITLONS 


Yourself, Mr 
67:63 De 


Rate 
Hosp 


Bluestone, E. M 
Administrator. Mod 
ember) 1946 


What would you think of medical 
executives (men) as superintendents 
of nursing and principals of training 
schools in large hospitals?” 

Nurses represent the second largest 
group in the field of hospital admin- 
istration. In 1943 6655 
hospital administrators in the United 
States; 40 per cent of these were phy- 


there were 


sicians, 34 per cent were nurses and 
26 per cent were laymen.* These fig- 
ures did not include assistant admin 
istrators. The majority of the physi- 
cians were in the large hospitals 
while the majority of the nurses were 
in small hospitals, having progressed 
from the nursing division of the in- 


stitution to the administrative post. 


HOSPITAL TRAINING IS BEST 

It is generally accepted, particularly 
among faculties of university courses 
in hospital administration, that an in- 
par- 
tially acquired while in residence in 
factors being 
administrator 


dividual whose education was 
a hospital, all other 
better 


who 


equal, makes a 


than does the one lacks such 


residence. The broader the education 
in the various hospital disciplines the 
This 
in the foregoing figures, in which doc 


better observation is reflected 


tors greatest number, 


laymen the 


comprise the 


nurses the second and 


third. As Goldwater wrote: “the stu- 
dents permitted to participate in this 
work (hospital administration) should 
be graduates in medicine.”* The pre 
administrative training in nursing that 
some men carry into the province of 
hospital administration is therefore no 
handicap. It is, 


Where do 


in fact, an asset 


men obtain nurse's 


The American 
Commonwealth 


Lewinski-Corwin, E. H 
Hospital New York The 
Fund. 1946, p. 132 

Goldwater, S$. § 


York 


On Hospitals. New 


Macmillan Co. 1947, p. 2 





training? hospitals 
throughout the country offer training 


tO men in nursing in conjunction with 


Although 


many 


their training school for women, only 


four schools offer training for men 
students exclusively. These are the 
Mills School, an affiliate of the Belle- 
vue-N.Y.U. Medical Center, the Penn- 
sylvania School of Nursing for Men, 
Hospital 


schools of nursing in Chicago and St 


and the Alexian Brothers 
Louis, both of which have university 
affiliations. In these schools, and oth 
ers, such as the Jersey City Medical 
Center McLane School of 
Nursing in Boston, men receive es- 


that is 


and the 


sentially the same 


given in the best three-year nursing 


training 


courses, with the exception that psy- 
chiatry and urology are emphasized 


more for men than for women stu- 
dents, and that obstetrics and gyne- 
cology are presented to men in theory 
only. Great Britain has released some 
figures that it now has 
157 nursing schools which admit men 
students and a ratio of men to women 
of 1 to 5.4 

How 


administrators? A comparison of the 


showing 


successful are these men as 
success of recent graduates in hos- 
pital administration who have a nurs- 
ing background with that of those who 
do not is of little value because almost 
ul of the graduates have thus far been 
successful. In reviewing individual ex- 
periences, we find that many men with 


* Watt, Katherine: Men Nurses in Great 
Britain, Am. J. Nurs. 49:692 (November ) 
1949, p. 692 


a nursing school background are now 
holding high positions in various hos- 
pitals throughout the country and 
building a reputation for themselves 
in the broader field of community 
health planning. 

The fact that some men adminis- 
trators have a nursing education is 
fairly well known in nursing circles, 
but perhaps less so among directors 
of hospitals and trustees generally. A 
useful purpose may therefore be served 
by giving one of the possibilities for 
the recruitment of the new generation 
of executives wide publicity. No one 
should be surprised if the next decade 
turns up a new group of successful 
hospital executives who are proud of 
the R.N. which gave them their start 
in a great hospital career 


BLUE CROSS DRIVE in Leavenworth 


brought the whole community into the act 


EAVENWORTH, one of the old 
est cities in Kansas, is served by 
two community hospitals St. John’s 
is operated by the Sisters of Charity, 
and Cushing Memorial, by a nonprofit 
board of directors 
Early in 1948, the administrators of 
both hospitals invited Warren Healy, 
enrollment and public relations direc 
Kansas Blue 
Shield plans, to help organize a com 


tor of the Cross-Blue 


munity-wide enrollment campaign in 


had 


than 


Leavenworth. Similar campaigns 


already been organized in more 


half the counties in Kansas 


FIRST CITYWIDE CAMPAIGN 
These drives had usually been spon 


sored for rural areas by the County 


Farm Bureau and in urban commu 


nities by civic clubs and other 


spirited 


groups 
of public individuals. But 
theretotore, no city in Kansas as large 
as Leavenworth with a population of 
20,000 had offered Blue 


Shield membership on a 


more than 
Cross-Blue 
citywide basis 

Mr. Healy stated that the 


an enrollment program consists in ob 


success of 


health 
Blue 


acce pt 


taining a cross-section of the 
of the community. He 
Blue Shield 


community-wide 


said that 
Cross and could 


unrestricted enroll 


HENRY J. MEINERS 


Superintendent 
Cushing Memorial Hospital 
Leavenworth, Kan. 


ment only if they received reasonable 
assurance that 
the health of the community would be 


such a cross-section of 
enrolled. It was felt that to do this 
an organization would have to be set 
up that could enlist enough volunteer 
workers to call on every family in the 
city to explain these plans and offer 
everyone an opportunity to enroll. 

The two hospital administrators in- 
vited representative people from the 
community to a meeting to consider 
whether such a program might be 
carried out. Included in this initial 
group were the mayor, a representative 
from each civic club and professional 
society, members of the County Medi 
cal Society, Blue Cross employe group 
leaders, representatives from the 
schools and churches, and others in- 
terested in seeing these health plans 
offered locally 

Out of 
froup a 
by Walter Read, manager of the water 
The city was 


this original discussion 


citizens’ committee headed 
lepartment, was set up 
divided into eight districts; a chair- 
man was selected for each district, all 


to be coordinated through Mr. Read 


Meetings were held in the city hall, 
and in schools and churches all over 
the city. The Blue Cross-Blue Shield 
field staff attended these meetings, giv- 
ing full explanation of the scope and 
purpose of the services. 

Prior to the actual work of calling 
on each individual, everything possible 
was done to acquaint the community 
with the meaning of the opportunity 
that was about to be its 


PARENTS ASKED TO HELP 

All teachers of both public and 
private schools were called to a meet- 
ing, furnished a supply of pamphlets 
explaining the services of Blue Cross 
and Blue Shield and told of the sig- 
nificance of prepayment as a way of 
continuing financial support for their 
local health institutions. They were 
asked to explain this to their pupils 
as a social science study and to request 
each child to take a pamphlet home 
and also one for a neighbor who did 
not have a child in school. Each pupil 
was also given a letter to take home, 
explaining the campaign and asking 
the parents to fill in their names as 
volunteer workers. These letters were 
returned to the schools 

Special meetings were held for em- 
ploye group leaders interested in en- 
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larging present groups or starting new 
ones. 

The newspaper ran daily items cit- 
ing cases that had benefited from the 
use of their Blue Cross membership 
and quoting statements by the hospital 
administrators, physicians, the mayor 
and various leaders working in the 
drive. Such items were continued prior 
to and throughout the campaign. Most 
of the business houses having Blue 
Cross groups contributed toward a full 
page advertisement endorsing the cam- 
paign, urging full support by all. The 
Medical 
its endorsement 


Leavenworth Society an- 


nounced and active 
support not only in the news columns 
of the Leavenworth Times, but a 
paid advertisement signed by all physi- 
cians 

All of the organizations originally 
represented at the organizing meeting 
were asked to furnish members to act 
as section and area leaders for each of 
the eight districts 

The two hospitals prepared on 3 by 
5 inch cards the names of Blue Cross 
members had benefited under 


their service. They were divided ac- 


who 


cording to addresses in the eight dis- 
tricts and passed out to the chairmen 
who could 


These individuals 


fully appreciate the 


were 
services. They 


were asked to volunteer for calls in 


the homes. “Names of parents turned 
in by the school children were also 
passed on the district chairmen as 


volunteers 


TALKED ABOUT BLUE CROSS 
All of 


ing about 


Leavenworth 
Blue 
paign was held March 


was soon talk- 
and the cam 
to 10, 1948. 


The two hospitals serving as informa 


Cross 


tion centers helped to obtain volunteer 
workers, explained the services to all 
who inquired, and took the names of 
those interested in membership. Extra 
volunteers were dispatched to the 
interested 
The hos 


pitals answered questions pertaining 


homes of those who were 


but had not been reached 


to forming new employe groups and 
arranged for a Blue Cross field man 
to meet with potential groups. All 
volunteer workers obtained extra sup- 
plies at one of these centers and en 
rollments were accepted at these loca- 
tions on the last day of the drive 


In December 1949, the two hos- 
pital superintendents again felt that 
Blue Shield enrollment 
would be worth while. The Lions Club 


accepted the responsibility to act as 


Cross Blue 


co-sponsor under the leadership of its 
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Enrolling a new member into Blue Cross and Blue Shield at Cushing 
Memorial Hospital on the last day of Leavenworth’s second drive. 


president, Jack Mitchell. The Busi- 
ness and Professional Women’s Club 
became the co-sponsor under the lead 
ership of its vice president, Mrs. Lois 
Binderim, office manager of Cushing 
Memorial Hospital. The same gen 
eral plan of organization to obtain 
to call on 
This 


chairmen for 


volunteers and individual 


homes was adopted. time the 


two clubs furnished c 
each of the eight districts 

It seemed that the groundwork done 
in the first drive had produced some 
The Immaculata High 
Club 
with an offer of 50 volunteer workers 
The Parent-Teacher Association Coun 


The 


Leavenworth County Medical Society 


lasting eftect 


School Mothers came forward 


cil offered to supply workers. 


again gave support and endorsement 
of the drive by a paid advertisement 
signed by its members. Mayor Ted L 
Sexton endorsed the effort and stressed 
the fact that these two hospitals took 
care of all of Leavenworth’s hospital 
needs without one cent of direct tax 
support. Many of the people who 
had first learned of the value of these 
services during the earlier drive now 
not only wanted to join, but offered to 
serve as volunteers 

The results of the drive were both 
tangible and intangible. Enrollment 


in Blue Cross was increased in the 
city and county of Leavenworth to 30 
per cent in the first drive and more 


than 40 per cent in the second 


The ability of the community at 
large to use its hospitals and thereby 
enable them to serve and be paid for 
their services has been assured. But 
a much greater value has resulted in 
Hundreds of volun- 
teer workers in Leavenworth now have 


this Community. 


a personal interest in both providing 
and maintaining adequate hospital and 
medical facilities for the community. 
The feeling of partnership with doc- 
tors through Blue Shield services and 
hospitals through Blue Cross is strong 
Furthermore, many who were con- 
tacted and still do not have protection 
of this kind have had an opportunity to 
discuss and read about these plans and 
now understand what Blue Cross and 
Blue Shield can do for them. When 
they do decide to obtain such protec 
tion, they will be inclined to go along 
with their own community's plan and 
faith 


something that may not adequately 


not put thei money and into 


cover them 


FOUR OUT OF 10 COVERED 

Now with four out of every 10 ad- 
missions covered with Blue Cross, the 
hospitals feel the improvement in their 
financial condition and thus their op- 
portunity to substantial 
amount of their regular expenses is 


serve. A 
guaranteed. The hospitals are proud 
to have done their share in promoting 
this partnership in the interest of good 
health in their community 





STRICTLY CENTRAL SERVICE 


is provided for this 100 bed hospital 
that serves Comanche County, Oklahoma 


HE Comanche County Board of 
Commissioners instituted work on 
the Memorial Hospital in the summer 
ot 1948 


ties were to 


The building and its facili- 
1080 
miles of Comanche County, Oklahoma, 


serve the square 
and its present population ot 60,000 
The hospital is at the county seat, Law 
36,000 


The site is approximately 10 acres 


ton, a city of 


vf prairie land west of Lawton. A 


principal highway of that region runs 
along the southern boundary of the 
property, and the building was placed 
upon the highest point of the site 
approximately 14 feet above the high- 
way. Present and predicted expansion 
of Lawton will bring the center of 


the city nearer to the location of the 


hospital 

















PAUL HARRIS 


Architect 
Chickasha, Okla. 


Funds for the construction were ob- 
tained by a county bond issue cover- 
ing two-thirds of the necessary sum 
as estimated, and federal assistance for 
the remainder. The 
Memorial Hospital will be adminis- 
tered by a group of citizens appointed 


affairs of the 


by the county board of commissioners 
100 beds. 
medical, 


Provision was made for 
Facilities provided include 
surgical, obsetrical and pediatric. Plan- 
ning was based upon a desire to store 
all medical supplies in one central area 
and to provide simple and direct dis- 
tribution to those units in which they 


will be used 


























GROUND 
to tlt Riemeea '!' 


(eee ecm arm 


The entire hospital consists of four 


nursing one on each of the 


upper four floors. Each nursing unit 


units, 


is supplied directly from the central 
supply room on the first floor to the 
utility rooms in each nursing unit by 
means of an electrically operated dumb- 
waiter. All other supplies, food and 
patients are transported to and from 
each nursing unit by means of a 
double door elevator. The rear door 
of this elevator enables supplies to be 
delivered to the pantry, utility room, 
without’ interfering 


disturbing 


nurses’ station 
with traffic or 
noises in the corridor. 


causing 


The arrangement of the laboratory, 
waiting room and treatment rooms on 
the first floor makes this section a 
flexible unit. When necessity demands, 
the laboratory can be expanded to in- 
clude any or all of the adjoining rooms 

The cystoscopic and fracture room 
and the x-ray room eliminate the need 
for two darkrooms and two control 
areas, 

The design of the obstetrical and 
surgical suites eliminates the necessity 


of a substerilizing and supply room 


FLOOR PLAN 
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The hospital presented 
here has been selected 
as The Modern Hos- 
pital of the Month by 
an award committee. 
Award certificates have 
been presented to the 
hospital, the architects 
and the state officials. 
A similar award will be 
made by The Modern 
Hospital each month. 


OUTLINE OF CONSTRUCTION DETAILS 


STRUCTURE: 


with flat slab concrete floors and roofs. Ex- 


Reinforced concrete frame 
terior walls of brick and tile hollow wall con- 
Partitions of 2 inch 


solid plaster. Ground floor of glazed tile. 


ROOF: Built-up roofing with gravel. One 
inch solid insulation on roof slabs and 4 inch 


struction or of concrete. 


glass wool batts above furred ceilings. 


FINISHES: Floor—terrazzo in operating suite, 
delivery suite, x-ray suite, cystoscopic room, 
emergency operating room; quarry tile in 
kitchen area; concrete in all storage rooms 
rubber tile in 


pantries, utility rooms, toilet rooms and all 


and laundry boiler rooms; 
other service rooms; asphalt tile throughout 
the remainder of the building. Wall—qlazed 
tile throughout ground floor; ceramic tile 


wainscot and plaster in all corridors, delivery 


and operating suites, treatment rooms, all 
toilet rooms, locker rooms, pantries, janitors’ 
closets, and utility rooms; plaster in all other 
Ceiling—plaster in all toilet rooms, 
rooms and all 


rooms. 


storage basement rooms. 
Acoustical plaster in corridors and all re- 
maining rooms. 

WINDOWS: Architectural projected steel 
sash with cast stone sills and marble stools. 
Double glazing in operating and delivery 
rooms. 


DOORS: 


main entrance, where | inch tempered glass 


Exterior—flush metal, except in 
doors are used. Interior—flush panel, hollow 
core wood doors. 


HEATING AND AIR CONDITIONING: Hot 


water radiant heating with wrought-iron 


pipes in floors throughout building. North 
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and south wings have year-round air con- 
ditioning also. 

Total 
ment, 


project cost, including all 
$900,000. 

Cost per bed, including all equipment and 
furnishings complete, necessary for the op- 
eration of the hospital, $9,000. 

Total square foot area, 52,074 sq. ft. 
Square foot area per bed, 520.74 sq. ft. 
Total cubic feet, 563,931 cu. ft. 


General contract price, including general 


equip- 


plumbing, heating, air con 
ditioning, electrical wiring, kitchen and laun- 


construction, 


dry equipment, sterilizers, $722,207. 

Cost per square foot based on general con- 
tract price, $13.87. 

Cost per cubic foot based on general con- 
tract price, $1.28. 





FIRST FLOOR PLAN 


— Sinema | 
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PLA TR: FLOATS 


Below: Plan of the second floor on which surgical and 
psychiatric patients are housed. Above: The fourth floor 
includes a section for pediatric patients. If necessary, a 
section or an entire floor can be isolated for polio patients. 


COMMENTS 


HIS is strictly a central service 

type of hospital. The food service 
is centralized to serve both the dining 
room and the floors conveniently. The 
food will be taken in heated carts to 
the pantries and distributed directly 
to the The 


also be taken back to the pantry and 


patients dirty dishes will 
sent to the dishwashing room 

The 
ground 


central supply room on_ th 


floor serve the 


that all 
drugs, 


s planned to 


entire hospital. It is planned 


supplies emergency linen 


dressing trays, emergency uction 


ke pt 


in the central supply room and trans 


pumps, oxygen tents—will be 


ported directly to the clean utility 


rooms on the patients’ floors, which 
ire adjacent to the 


This 


having supplies scattered through the 


nursing station 


. 
should minimize the need for 


building. A small emergency drug 


cabinet is provided for each nurses 
station 

The operating and delivery rooms 
are also served from the central sup 
ply room; the clean-up room opens 
directly into the 


through a window 


workroom of the central sterilizing 
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room. The surgical instruments will 
be washed and sterilized in the clean- 
up room before going into the central 
sterilizing room, but before they are 
used will be resterilized in the auto- 
and 
which opens into the operating suite. 


clave stored in a storage room 
There is also a special window to dis- 
tribute supplies to the obstetrical de- 
partment 

There is no connection between the 
operating room and the delivery room 
This maternity department is 


on the ground floor so that visitors 


section 


ind patients will have no occasion to 
go to any other part of the hospital 


ind there is no traffic through this 
department 


Several examining rooms are pro- 
vided adjacent to the ambulance en- 


trance which be used for out- 
laboratory areas 
are adjacent so that they are available 
to both inpatients and outpatients 
ind can be properly supervised. 

The cystoscope and fracture room 
is adjacent to the x-ray department 
and is part of the surgical suite 


There is a direct connection between 


may 


patients X-ray and 


BY THE CONSULTANT 


for one or the other of these suites. 
The clean-up rooms for the surgical 
and obstetrical suites are provided with 
pass windows which open directly into 
the central sterilizing room. With this 
general arrangement only one doc- 
tors’ locker room is required, and it 
is in the immediate vicinity of the 
doctors’ lounge. 

The over-all planning of the Co- 
manche County Memorial Hospital 
seems to have greatly improved upon 
many of the undesirable conditions 
that are existing in most hospitals 
today. Circulation of patients, visitors 
and supplies has been simplified. Du- 
plication of certain rooms or areas has 
been eliminated 

The patients’ rooms have been de- 
signed and located in a position to 
give each patient a maximum amount 
of comfort, and to allow each room 
to be supervised and attended by the 
hospital staff with minimum effort. 
The majority of the patients’ rooms 
take full advantage of Oklahoma's 
prevailing southern breezes in the 
summer, and a maximum amount of 
warm sun is admitted in winter. 


PAUL H. FESLER 
Oklahoma City 


the central storerooms and the kitchen 
so that food can be prepared before 
it goes into the main kitchen. This 
preparation section 1S connected with 
the refrigeration area. The special 
diet and formula rooms are in the 
main kitchen 

The laundry is arranged for con- 
tinuous flow of linen. The soiled linen 
drops into the dirty linen section 
It is properly sorted to go into the 
laundry, then into the clean section 
which also serves as headquarters for 
the housekeeper. All of the linens 
and housekeeping supplies will be 
distributed from this room. 

The upper floors are identical, with 
the exception of a section for psy- 
chiatric and pediatric patients. The 
bathrooms will be equipped with a 
combination continuous flow and reg- 
ular bathtub so that a section, or an 
entire floor, can be isolated if the 
space must be used for polio patients. 
This hospital has been planned to 
render complete service with mini- 
mum effort and expense, and with 
minimum personnel. We think it is 
flexible and efficient. 
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Right: Novel souvenir birth an- 
nouncements are sold by the 
hospital gift shop. Below: Pho- 
tographer instructs the nurse in 
the operation of the camera. 


shew Herrick Memorial Hospital 
Guild offers a new and popular 
feature as an added service to the 
mothers of newborn infants. As a 
public relations endeavor, a photo- 
graph of the newborn baby is pre- 
sented to all new mothers to be kept 
as a treasured memento of the first 
few days of the infant's life. 

Since time immemorial, such pho- 
tographs have been in demand, but 
various complications always made the 
photographing impractical. Sanitary 
and safety factors and the inconven- 
iencing of hospital personnel were the 
principal obstacles. In some hospitals 
the photographer takes the pictures 
through the nursery window while the 
nurse holds the baby or wheels the 
crib up to the window. This method 
obviates any possibility of break in 
aseptic technic, but results in a dis- 
torted picture of the infant, because 
of the technical difficulties encoun- 
tered when “shooting” through the 
thick plate glass of the nursery view- 
ing window. The procedure of hold- 
ing the infant or wheeling the crib 
up to the viewing window not only 
disturbs the nursery routine, but in 
most instances is prohibitive because 
of the amount of nursing time that 
is used by such a time consuming 
procedure. 

However, a new automatic camera 
unit, introduced in this area by Carl 
Dial, photographer, is constructed in 
such a way that the pictures can be 
taken without physical contact with 
the baby by the photographer, and 
with practically no interference with 
normal nursery routine. The camera is 
mounted above the small examining 
table used by physicians in examining 
newborn infants. The camera is pre- 
focused and aimed at the table which 
is marked so that the infant is placed 
in the area of focus. The equipment 
is completely automatic and is so sim- 
ple any nurse can operate it. To take 
a picture the nurse simply presses a 
foot pedal, much like a dimmer switch 
on a car, which opens the shutter, 
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TAKE THEM YOUNG 


and make their parents happy with a photograph 


ALFRED E. MAFFLY 
and 
STANLEY W. VOLGA 


Respectively, Administrator 

and Administrative Resident 

Herrick Memorial Hospital 
Berkeley, Calif. 





flashes the electronic light, prints the 
name of the baby on the negative, 
closes the shutter and advances the 
film for the next photograph. The 
camera is capable of photographing 
325 pictures at 8 second intervals with- 
out reloading 

As a safety precaution measure, the 
stroboscopic bulb on the camera is 
covered so that in the unlikely event 
that it is shattered, nothing would fall 
on the baby. The stroboscopic light is 
a special, quick (1/5000 of a second) , 
gentle light, no stronger than daylight. 
Doctors approved this light because, 
as they explained, it is completely safe 
for the baby’s sensitive eyes 

The bulk of the camera unit is at- 
tached to the underside of the ex- 
amining table and consists of a thermo 
control unit and the equipment that 
electrically moves the film. The elec- 
trical wiring is enclosed in a shock- 
proof metal conduit which is an added 
safety factor and eliminates a poten- 
tial dust catcher. 

Every two days the photographer 
comes to the hospital to pick up the 
film. Before he enters the nursery to 
service the camera unit, the photog- 
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rapher must scrub and don a gown, 


cap and mask to protect the baby 
from possible exposure to infection. 

In order to get pictures with the 
infants’ eyes open, the nurses photo 
graph the babies on the second day 
Photo- 
graphs are taken after their naps just 
By the 
second day the baby has also passed 


when they are well rested. 


is feeding time approaches. 


the vital stage 

Before a photograph is taken, the 
mother must sign an authorization 
form. Although the procedure of tak- 
ing infants’ photographs has become 
instantly popular” and the authoriza- 
tion has become a mere formality, the 


hospital management feels the need for 


the continuation of the procedure re- 
quiring the signature of the mother. 

After the infant is placed on the 
table to be photographed, the name 
is printed on the examination table 
a dark wax pencil just above 
the infant's head. This prints the name 
of the baby on the finished photograph 
which becomes a part of the perma- 


with 


nent record. 

The photographs of the infants are 
returned to the maternity department 
within three days after birth. A guild 
member presents each mother with a 
photograph of her infant as a gift of 
the hospital. If the parents desire 
additional prints and/or enlargements, 
these may be purchased through the 


gift shop which is located in the hos- 
pital and operated by the guild. Addi- 
tional pictures are sold at nominal 
prices. Attractive souvenir folders and 
birth announcement cards are also 
sold in conjunction with the photo- 
graphs. Any surplus realized after ex- 
penses of maintaining this service 
have been paid is donated to help 
support the part-pay activities of the 
Herrick Memorial Hospital Clinic 
which is sponsored by the guild. 
The photographing of newborn in- 
fants has already proved popular be- 
yond all anticipation, and is invaluable 
to the hospital both as a public rela- 
tions endeavor and as an added precau- 
tion in the identification of babies. 


Safety Concerns Everyone in the Hospital 


Assistant Director 


O YOU know the hazards in your 
job and try to avoid accident and 
injury to both yourself and the patients 
you serve? Safety is a personal matter 
that concerns both employer and em- 
ploye 
I participated in the National Safety 
Congress and Exposition held in Chi- 
cago last October representing all 
phases of industry and living which 
touch the lives of 150,000,000 people. 
Che “voice of experience” from homes, 
schools, farms, industries and transpor- 
tation repeatedly emphasized the im- 
portance of preventing accidents, de- 
termining causes, placing responsibil 
ity, and 


taking corrective measures 


with personnel and equipment to 
avoid repetition 
Safety 


that the foundation for all safety 


engineers stressed the fact 
pro 
grams begins with interest—acquiring 
it, Maintaining it and keeping it alive 
Numerous methods which have been 
industry demonstrated 


tried by were 


by films, posters, equipment, slides 


ind safety job sheets. Counseling was 
treely employed to correct the accident 


repeater. In all discussions, the role 


of the employer was given first em 
phasis with secondary attention given 
to training of supervisory personnel 
and developing safety attitudes in both 
supervisors and employes 


Buc k 


of the committee on 


George H retiring chairman 


satety, American 
Hospital Association, stated During 


84 


OLA GLADYS HYLTON, Dr.P.H. 


A.H.A. 


Safety Committee has devoted a ma- 


the past several years, the 


jority of its time to technicalities of 
hospital operating room safety. About 
18 months ago a national safety pro- 
gram for hospitals under the joint 
National Safety 
Council and the American Hospital 
Association instituted. After a 
litle over a year of modest promo- 


sponsorship of the 
was 


tion, including two A.H.A. convention 
exhibits, nearly 1000 hospitals in this 
country have signed up to participate 
in our safety program. Although this 
represents only about 20 per cent of 
the hospitals in the country, the A.H.A 
and the National Safety Council feel 
quite encouraged over the progress to 
date. It is our plan and expectation, 
however, to continue the promotion of 
the program, the development of its 
services to member hospitals, and the 
eventual enrollment of a majority of 
the hospitals 

The greatest need voiced by Kent 
Francis, Service Industries representa- 
tive of the safety council, is for “ac- 
tive participation by the various staffs 
contribute 
technical knowledge to establish safety 


in the hospital to their 
specifications for each job in the hos- 
pital. With this beginning, suggested 
measures for safety could be thor- 
oughly tested by circularizing safety 
job sheets to various hospitals which, 
if they were found effective, would be 
come standard safety practice.” 


. Social Service Department, University Hospital, Ann Arbor, Mich. 


The National Safety Council is con- 
that better reporting of all 
accidents would provide a basis for ap- 
proach to the whole problem by at- 


vinced 


tacking the area in which accidents 
occur with greatest frequency. 

How safe are patients? Can they 
be sure they get medicine intended 
for them? Is anesthesia safe? Can pa- 
tients walk about without fear of 
slipping on highly waxed floors? Will 
they fall out of bed while unconscious? 
How do they know the building won't 
burn and employes will not have 
proper instructions for their part in 
removing patients? 

As a part of orientation, how many 
hospitals instruct personnel what to 
do in case of fire? Are instructions in 
some obscure place, exits unknown and 
methods of notification in case of fire 
too cumbersome? Where are fire ex- 
tinguishers? Are they inspected and 
filled regularly? 

These and a thousand other ques- 
tions enter patients’ minds as they lie 
in bed, supposedly relaxed and resting, 
yet insecure and without confidence 
that the administrator and all of the 
personnel, both medical and nonmed- 
ical, will protect them. 

‘We could save 100,000 lives an- 
nually,” Ned H. Dearborn, president 
of the National Safety Council, de- 


clared, “prevent thousands of accidents 


and save millions of dollars if we 


cared é nough 3 
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Special problems of RELIGIOUS HOSPITALS 


studied at Catholic convention 


MILWAUKEE. With the general 
theme “Strengthening Voluntary Hos- 
pitals Through Regional Planning,” the 
35th annual convention of the Catholic 
Hospital the United 
States and Canada brought more than 
3500 Catholic hospital people here last 


Association of 


month for four days of conferences on 
hospital and religious problems. 
ceding the opening of the hospital 
convention were meetings of Catholic 
hospital chaplains, an institute for Cath- 


Pre- 


olic hospital pharmacists, a special con- 
ference on radiologic service and a con- 
ference of Catholic schools of nursing 

The convention was officially opened 
with celebration of a Solemn Pontifical 
Mass at St. John’s Cathedral, at which 
The Most Reverend William E. Cousins, 
Auxiliary Bishop of Chicago, said in his 
sermon: “Not the mending of broken 
bones or the healing of sick bodies, but 
the bringing of men closer to realiza- 
task of 
nurses be 


essential 
When 


come just workers, patients are consid- 


tion of God, is the 


Catholic hospitals 
ered only cases, and hospital buildings 
represent monuments to ambition, then 
We must serve with 
of God 
Losing ourselves in 


God's plan is lost 


and for the love and in the 


spirit of sacrifice 
the maze of modern medical develop 
ment and making externals the end in- 
stead of a means to an end are dangers 
we must avoid in Catholic hospitals 


John R. Mulroy of 


took office as president of the associa- 


Msgr Denver 


Msgr. John J. Barrett 
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tion. Msgr. John J. Healy, Diocesan Di- 
rector of Hospitals at Little Rock, Ark., 
was named president-elect. Other ofh- 
cers elected were: first vice president, 
Msgr. E. G. Goebel, Milwaukee; second 
vice president, Rev. Francis P. Lively, 
Brooklyn, N.Y.; secretary, Sister Martha 
Mary, St. Clare’s Hospital, New York 
City; treasurer, Sister Mary Seraphia, 
St. Louis. Re-elected to the executive 
board were: Sister Lydia, D.C., St. Vin- 
cent’s Hospital, Indianapolis; Sister Mary 
Clare, St. Joseph’s, Victoria, British 
Columbia; Sister Mary Louis, S.S.J., St 
Joseph's Hospital, Toronto, and Sister 
Mary Fidelis, St. Joseph's Hospital, 
Houston, Tex. Newly elected trustees 
were: Sister Mary Veronica, R.S.M., 
Mercy Hospital, Baltimore; Sister Hil- 
ary, Holy Cross Hospital, Salt Lake City, 
Utah 

At a general assembly meeting on the 
controversial subject, “Providing Hos- 
pital Service Is Not the Practice of 
Medicine,” Dr. M. G. Westmoreland 
of Chicago, secretary of the College of 
American Pathologists, presented the 
medical specialist's viewpoint. Dr. West 
moreland traced the history of hospital 
rates and pointed out that historically 
hospitals had tried to set rates as low 
as possible and then depended on large 
charitable contributions to make up 
deficits. He stated that certain depart- 
mental charges must result in a profit to 
make up for the loss encountered by low 


He then 


rates in other hospital services 


Msgr. John J. Healy 


the American 
Medical Association to get at the basis 
of the problem of how certain specialists, 
such as radiologists, pathologists and 


anesthesiologists, could bill patients di- 


discussed the efforts of 


rectly for the services they rendered. 
Official representatives of hospital asso- 
ciations, however, have shown little de 
sire to Cooperate in solving the present 
problem, Dr. Westmoreland asserted. 
“Recently, at least one representative 
of a national hospital association has 
been urging hospitals to protect the pub 
lic from various so called calamities, one 
of which is the matter of rendering sev 
eral bills instead of a single bill cover 
ing a patients care during the period 


He also 


trustees of the 


of hospitalization,” he stated 
criticized the board of 
American Hospital Association for de 
fending the status quo in the present 
situation. Many physicians are disillu 
sioned regarding the sincerity of at least 
some groups of hospital administrators 
problem, he 


“Personally, I cannot but sub- 


in hoping to solve the 
added 
scribe with emphasis to the principle 
that all 
dered in a hospital should be collected 


fees for medical services ren- 
by or on account of the physician ren 
dering such service,’ Dr. Westmoreland 
concluded, “and all physicians concerned 
in the care of a patient should give or 
send directly to the patient or other 
responsible party a statement showing 
charges for professional services.” 


(Continued on Page 148.) 
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Small Hospital Forum 


VISUAL AIDS 


to in-service training of staff and employes 


HE “in-service training and edu 
cational program offered at Hop 
kins County Memorial Hospital, Sul 
phur Springs, Tex., is designed princi 
pally for the following groups: all 
nursing personnel, graduates, practical 
nurses and nurse’s aides, each film be- 
ing followed by a brief lecture by the 
director of nursing service; the Prac 
tical Nurses’ Association of Hopkins 
County, and the medical staff of the 
hospital 
The 
ind previewed by the administrator, 


films to be shown are selected 


director of nursing service and the 
president of the medical staff. The se 
lection is made from 30 to 90 days be 
fore the showing so that we can obtain 
the films we want 


The 


nursing personnel from 30 to 45 min 


films are shown to hospital 
utes before a change in shifts and from 
}0 to 45 minutes following a change 
in shifts. Hence the regular schedule 
of work within the hospital is not in 
terrupted. Thus far, the nursing per 
sonnel is happy and enthusiastic about 
the program and does not mind com 
ind leaving a little 


ing a little early 


late, as salary raises are based on how 


LOWELL HUDSON 


Administrator 
Hopkins County Memorial Hospital 
Sulphur Springs, Tex. 


the nurse applies herself and how 
much she learns to do safely under the 
direction of the head nurse 

An average of two films each week 
is shown on the subjects that most 
need to be studied in the 


hospital. 


These include the proper applica- 
tion of heat and cold therapy”; “nurs- 
ing care of the cardiac”; 
“the modified 


taking 


‘oxygen ther- 
milk formula”; 
temperature, blood 


apy 
pressure 
and pulse rate,” and many others as we 
foresee the need. 

Shortly after it opened the hospital 
took the lead in organizing the prac- 
tical nurses of the county. The chief 
reason for doing this was the extreme 
shortage of graduate nurses. Our spe- 
cial duty nurses are nearly 100 per cent 
practical nurses and must belong to 
this association to be eligible to do 
special duty in the hospital. They meet 
monthly well 
planned program. A typical program is 
a film on a subject such as “com- 


in the hospital for a 


Left: Lowell Hudson, administrator (extreme right}, invites three doctors 
to his office during coffee hour to view a new film. Center: By combin- 


ing lunch time and 


"classroom" time, 


doctors are able to see 


two films a week without interrupting busy schedules. Right: The 7 a.m. 
to 3 p.m. nursing shift gathers in the dining room to watch a new film. 


municable and infectious diseases,” fol- 
lowed by a lecture by one of the doc- 
tors on the medical staff. 

The members of the medical staff 
are highly in favor of the program be- 
cause it assures better nursing care of 
their patients. The administrator, in 
addition to booking films for regular 
monthly staff meetings, also arranges 
for some of the latest films on current 
technics to be shown at intervals 
throughout the month at the most con- 
venient time for the doctors. The ob- 
jection has been raised that “the doc- 
tors never have time because they have 
so many meetings.” I might add here 
that the administrator must take the 
lead and work out some way to see that 
the doctors attend these showings. A 
little extra thought on the part of the 
administrator will mean the success of 
this phase of the program. 

For example, my doctors usually say, 
“I would like to see the film, but just 
don't have time today.” When the ma- 
jority of them say this, I invite them 
to have lunch with me in the hospital 
dining room and have the film run dur- 
ing the lunch period. Sometimes I will 
catch only two or three at a time for 
a cup of coffee in my office and show 
the films while they have a few min- 
utes. In other words, over a two or 
three day period, I see that all 10 of 
my doctors see the film, at a time most 
convenient to them, before it is mailed 
back. 

The program is designed chiefly for 
the three groups mentioned; how- 
ever, occasionally I will show a dietary 
film for dietary personnel; a public 
relations film for all personnel, or a 
safety film for all personnel. 

All films for such a program can be 
easily obtained from the following 
places without cost, except for postage: 
the state department of health in prac- 
tically every state; large schools of 
nursing which are glad to lend such 
films if proper arrangements are made; 
medical film libraries in various states; 
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various state and national associations, 
such as the heart association, tubercu- 
losis societies and cancer research 
groups. However, I obtain most of my 
best films from the pharmaceutical 
companies and drug manufacturers. 
The 
have films on the proper administra- 
tion of various drugs that are good 


pharmaceutical houses usually 


teaching material both for the doctors 
and for the nurses. 

The cost of such a program is prac- 
tically nothing after the initial cost of 


The local Rotary 


the movie projector 


Club of Sulphur Springs, Tex., pre- 
sented the hospital with the projector 
and wishes to keep the program as a 
project by purchasing approximately 
two basic training films a year, such as 
“the Bed Bath,” for showing to new 
personnel. Our initial cost was only 
$360 and we have free films booked 
three months in advance. The cost is 
so small compared to the amount of 
good accomplished that no hospital is 
too small to adopt such a program 
hospital, regardless of 


Every size, 


should and must be a training hospital 


if it is to fulfill its moral obligations 
to the community it serves. 

Ours is a 44 bed hospital with about 
50 employes and an active medical staff 
of 10 doctors, but there is no reason 
why my staff, and hundreds of others 
the same size and much smaller, can- 
not see and study the same films and 
technics used by the largest hospitals 
and the best trained medical staffs of 
the nation. The response has been be- 
yond our expectations. INdon’t believe 
I could stop the program now even if 
I so desired. 


The physician’s first duty is to PREVENT DISEASE 


_ INTERESTING picture of “The 
Practicing Physician in the Field 
of Preventive Medicine” is presented 
by W. G. Smilie, M.D., in the Jan. 
12, 1950, issue of the New England 
Medicine. The 
major thesis is that medicine is a so- 


Journal of author's 
cial science and that the study of 
medicine is not a study of disease but 
a study of man; of an individual who 
is a member of a family which is part 
of the community 

In order to plan for the future of 
medicine, we must project into the 
(1) by the use of trend lines 


in which the history of disease for 


future 


past generations is determined and the 
trend line is extended to the future; 
(2) by the use of successful proced- 
ures in greater measure 


TRENDS ARE CLEARLY DEFINED 


Dr. Smilie draws some broad con 


clusions from some clearly defined 
trend lines, as follows 
1. Decline in deaths from the major 


The 


prevalence of these diseases in the 


acute infections of all types 


community will diminish, too 

2. Decline in infant and childhood 
morbidity and mortality 

3. A- marked 
problems relating to industry owing 
to the urbanization of our population 


1. An 


especially in the older age groups 


increase in health 


increase in mental diseases, 

5. A great increase in the degenera 
tive diseases of all types 

The author predicts that there will 
be a demand for a different type of 
medical care. The community will de 
mand an all-inclusive plan of medical 
facil 


service. He says that suitable 
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ities for the care of prolonged illness 
and mental degeneracy must be de 
veloped. Coupled with comprehensive 
medical care will be a plan for pre- 
ventive services. 

The 
munity 
the prevention of communicable dis 


author states that the com- 


will assume responsibility for 


eases as it does at the present time 
It will also promote the health of the 
worker and a suitable environment for 
the population and the education of 
the population in the principles of 
hygiene. It is becoming clearer that 
both the organization for health pro- 
motion and the actual medical services 
will become more and more integrated 
and in the future will be administered 
as a single unit 

On the other hand, the mass methods 
of prevention of illness that have been 
so successful in the past will not be 
utilized to so great an extent inasmuch 
as mass procedures in prevention can- 
not be applied to the degenerative dis- 
eases 

The author discusses the plan for 
the control of pulmonary tuberculosis 
in the future and says the major re 
sponsibility for the prevention and 
control rests with the practicing physi- 
cian. Inasmuch as the control of the 
disease is determined by its epidemi- 
ology, the epidemiologic trend is as 
follows 

1. It will decline in both mortality 
and morbidity 

2. Tuberculosis in infancy will dis 
appear. The time at which primary 
infection will occur will be postponed 
Deaths will the older age 
groups, the sixth and seventh decades 

The that tuberculosis 


occur in 


author feels 


will rapidly become a true social dis- 
ease and that people living under good 
social and economic conditions will al- 
this disease. He 
states that as the disease declines in 
incidence there will be less and less 
need for specific immunization pro- 
cedures and more need for specific 
He feels that the mass x-ray 
employed for various 


most never die of 


therapy 
methods now 
groups of society are of educational 
value, but in many surveys the actual 
number of cases turned up is small. 
He reports that Dr. Herbert Edwards 
arranged for surveys in 
specific social groups where they have 
proved to be of greater benefit. Some 


has mass 


of these groups would be: 

1. Older age groups living under 
substandard conditions 

Negro populations living in con- 

gested conditions 

3. Industrial workers subjected to 
toxic dust. 

i. Groups subjected to continuous 
exposure to the disease 


WILL PLAY MINOR ROLE 

The x-ray method can also be ap- 
plied to advantage to patients being 
admitted to the general hospital. The 
author feels that tuberculosis will, in 
a relatively short time, play a minor 
role in human illness, and that it will 
soon become an integral part of the 
over-all community plan for adequate 
medical service. Instead of treating 
it as a disease only, tuberculosis will 
be treated in all of its aspects, from 
rehabilitation 
Montefiore Hos 
Bedford 


prevention through 
IRVING GOTTSEGEN, 
pital, Country 


Hills, N.Y 


Sanatorium 





Administrators 

Donald C. Car- 
ner, 
ministratag ol 
Northwe t 
ern Hospital, Min 


assistant ad 


neapolis, has been 
appointed superin 
tendent of the 
Memo 
rial Hospital which will be constructed 
Wayne, the Methodist 


hospital board. The board recently com 


D. C. Carner 


Parkview 


it Fort Ind., by 


a fund-raising campaign tor an 


pleted 
entirely new hospital, which was over 
subscribed by more than $400,000. Mr 


Carner 1s a graduate of the [ niversity 


] 


of Chicago course in hospital admin 


istration. 


Harold Baumgarten Jr. has resigned 
Memorial 
Hospital, Gooding, Idaho, to iccept the 


is administrator of Gooding 
position of hospital relations director of 
Idaho Hospitals Service, the state’s Blue 
He 
Gooding by David Campbell, formerly 
Hospital, 


Cross plan has been succeeded at 
1dministrator of Community 


Council, Idaho. 


John L. Beckwith has been appointed 
Highland 
Beckwith 
hospital ad 


administrator of 
Hospital, Rochester, N.Y. Mr 


received 


issistant 
his degree in 


ministration from the University t 
administra 


Memorial 


Minnesota and served his 


Syracuse 


N.Y 


residency it 
Syracuse 


tive 


I lospital, 


Edward S. Van 
Wagenen is the 
new superintend 
of Lakeside 
Methodist 

Rice Lake, 
Wis Mr. Van 


Wagenen replaced a 


E. S. Van Wagenen 


Hospi 


Dwight Hansen, 


Lakeland 
Minn 


direct the 


Willmar, 


who resigned to 


Medical 


Center, 


Mrs. Nellie 
trator of Saratoga 
Springs, N.Y., is 
Cyril and Julia ¢ mhnson M ortal 


Hospital, Statlord 


Geary, formerly admin 
Host ital 


} 


Saratoga 


now nistrator of 


Gladys A. Cooper ha 
All Saints 


idelphia, effective July 


ministrator ol 


88 


About People 


Woman's 
Hospital of Cleveland. Prior to becom 
All 


Cooper 


position of administrator of 


associated with Saints’ eight 
Miss 


tendent of American Oncologic Hospital, 


Ing 


years ayo, was 


superin 
Philadelphia. 


Robin C. Buerki Jr., assistant director 
at St. Luke’s Hospital, New York City, 
has been named director of Valley Hos 
pital, a general hospital now under con 


struction at Ridgewood, N_J. 


Dr. 
Nelson 


Roger B. 
has been 
appointed assist 
ant director of the 
University 
tal, Ann 
Mich., 


assume 


Hospi 
Arbor, 
and will 

his duties 

1. Dr. Roger B. Nelson 
1947 Dr. Nelson 
on the administrative staff of 
York Hospital, first as 


on 
Since 


\ugust 
February has 
been the 


New 


assistant, and later as director of the out 


executive 


patient department and assistant direc 
tor. He is a personal member of the 
\merican Hospital Association. 
formerly secretary 


Donald M. 


and 


Cox, 
Municipal 


manager otf 


Winnipeg 
Hospitals, Winnipeg, Man., has accepted 
an appointment with the Hospital Insur 
ince Service of British Columbia as as 
sistant commissioner in charge of hos 
has been 
Municipal Hos 
had 


since 


pital services. Mr. Cox 


asso 


ciated with Winnipeg 


pitals for the last 18 years and 


served as secretary and 


1942. He is the 
dent of the [ 


manager 
immediate 

Midwest 
Conference and vice president of the 
Manitoba Hospital Association. He has 
succeeded as secretary manager at 


Winnipeg Municipal Hospitals by John 
M. McIntyre, assistant secretary-manager 


past pres! 


I lospital 


pper 


he« n 


for eight years 


Donald M. Cox J. M. Mcintyre 


Ernest A. Ry- 
berg has been ap 
pointed adminis 
trator of the Anna 
City Hospital, now 
nearing comple 


Anna, Ill. 


Ryberg re 


tion at 
Mr. 


ie. E. A. Ryberg 


ceived 
B.S.H.A. from Northwestern University 
His year’s administrative resi 
Luke's 
Hospital in Chicago and Sherman Hos 
pital, Elgin, Ill 


in June. 


dency was divided between St. 


Nelson Hedrick, formerly administra 
tive intern at Lenox Hill Hospital, New 
York, administrative assistant at 
Manhattan General Hospital, New York, 


has been appointed assistant 


and 


superin 
tendent of the Jewish Sanitarium and 
Hospital for Chronic Diseases, Brooklyn, 
N.Y. 

Tal 


lahassee Memorial Hospital, Tallahassee, 


James C. Davie, administrator ot 


Fla., for the last year, has resigned to 
return to his home in Petersburg, Va., 
where he will enter into the general 


Mr 


a considerable part of his time to finan 


practice of law. Davie will devote 


cial and legal problems of hospitals. 


William H. Thrasher has resigned as 
hospital field representative, division of 
hospital services, 
ot Public Health 
appointment of assistant director of John 
D. Archbold Memorial Hospital, Thom 
Cra 


Georgia Department 


\tlanta, to accept the 


asville ’ 


Robert M. Schnitzer succeeded Charles 
Lee as Memorial 


the 


director of Lutheran 
Hospital ot Newark, N.,J., 
latter resigned on May 31. Mr. Schnitzer 


when 


the 
Hospital Center at Orange, N.J., for the 


had been assistant administrator of 


last four years. 


Dr. Frank P. Guidotti has been ap 
pointed medical the 
health center that the Hotel Association 
of New York City and the New York 
Hotel Trades Council, A.F.L., will soon 
open in New York City. 


will be 


director of new 


Free med 


ical service given at the center 


to 35,000 members of hotel employe 
athliated council. Dr 


164.) 


with the 


n Page 


unions 
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make the comparison 


»¢ 


You 


yf Cutter» 
OK this _ 


ck cha rt ¢ 





handy che 


Features of Cutter Saftiflask Solutions Line 1 





i “GOLD” SAFTISEAL CAP 


a. Metal cap protected from corrosion 





b. Easy to open-pull-tab big as a quarter 





<ISIN 


c. Reduces possibility of torn fingernails and cut hands 





EACH SAFTIFLASK IS NEW 


a. Bottle is made of special glass 





b. Meets rigid U.S.P. specifications 





c. Non-returnable feature saves labor and storage space 





d. Assurance of mechanical perfection of new equipment 





EASY-TO-READ LABEL 


a. Easily read upside down or right side up 





b. Reduces possibility of error 





c. Saves time in solution identification 





POP-UP BAIL 


a. Automatically pops-up when bottle is lifted 





b. Holds Saftiflask securely—safely—in ice-tong grip 





c. Design of bail saves storage space 


<ISIN OUINISTSOUISISINIS 








VACUUM SEALED 


a. Mechanically induced vacuum protects all solutions (Blood 
Bottles, too) in Saftiflasks 


accents gare = 


S\ 











COMPLETE LINE OF SOLUTIONS 


a. Full line of standard and special-purpose U. S. P. solutions 


Dextrose 5% a CAE Ree RNN ere 
» Saline OVER 100 HOSPITAL SUPPLIERS SERVE YOU 


D-5-S { a. Reduces necessity of large stock in your hospital 
Use Oniy If Crystal Cleer ’ . 


— ¥ b. Strategically located for emergency delivery 














NEW, MODERN SHIPPING CARTON 


a. Smaller, stronger, lighter carton saves storage space 











b. Carton label easy-to-read, identify 
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Volunteer Forum 


Conducted by Raymond P. Sloan 


Doctors and hospitals, please note: 


Only Cooperation Can Prevent Socialization 


HE American doctor and the vol- 

untary hospital together are pres- 
ently fighting a battle which, whether 
we recognize it or not, is being waged 
odds that even some of our 
feel 
Let us look 


against 


leading hospital administrators 
are too great to overcome. 
back and try to examine why 

First of all, we have been slow in 
recognizing that the basic philosophy 
of the American citizen is changing 
He is now interested in security, pri- 
marily economic and social security. 
We have heard many of the leaders 
in the medical and hospital world 
stress such changing philosophy but 
slow to 


we have been recognize or 


have refused to recognize this change 


NO EXPLANATION OFFERED 

Second, we are faced with increasing 
costs for both medical and hospital 
care, and, as yet, we have not given 
the public a logical explanation as to 
why hospital costs, especially, have 
increased. The taxpayer cannot recog- 
nize yet why hospital deficits are in- 
creasing when he believes he has been 
contributing more toward their sup- 
Blue 
Coupled with increas 


port through taxes Cross and 
contributions 
ing costs is the fact that the demand 
for medical and hospital care is in- 
creasing 

Third, we have not, as yet, with the 
exception of a few employer spon- 
sored plans, offered the public a full 
coverage plan for both medical and 
hospital care. This premise cannot 
be overemphasized 

Finally, we are faced with the ele- 


ment of time. Time alone could be 
cited as the main reason we are fight- 
ing against odds which many feel are 
too great to overcome 

Let us now try to analyze our pres- 
ent status in relation to the foregoing 
premises. The public's interest in se- 
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RONALD A. JYDSTRUP 


Administrative Resident, Robert Packer Hospital 


and Guthrie Clinic, Sayre, Pa 


curity hasn't been an overnight de- 
velopment. The tremendous growth 
of the voluntary insurance programs 
since their inception is evidence 
enough to prove this fact. But this 
growth has not occurred without op- 
position. Doctors are still trying to 
overcome the fact that at first many 
of them opposed any type of volun- 
tary insurance and we must face the 
issue that the average citizen is well 
Critics of our present 
voluntary system of insurance have 
used this evidence to their advantage. 
The present negotiations being car- 
ried on in industry for pension plans 
rather than wage increases, Or a com- 
bination of the two, should be ample 
proof that the public is interested in 


aware of it. 


security. 

The doctor must recognize that pre- 
paid medical care on a voluntary basis 
can only be extended to the extent 
that he recognizes physicians’ services 
as a major part of the cost of the 
patient's care and that he cooperates 
with and fosters the extension of such 
medical care programs as Blue Shield. 
The voluntary hospital must recognize 
that Blue Cross payments are not only 
a source of income to the hospital but 
also a means by which the citizen is 
striving for security. Memberships ia 
Blue Cross total some 37,000,000 and 
in Blue Shield, approximately 13,- 
500,000. However, the greatest per- 
centage increase in Blue Cross mem- 
berships has been in the first few 
years of its history rather than in the 
last few. 

Blue Cross authorities believe that 
75 per cent coverage of the nation’s 
population is the critical minimum 
which we must achieve if we can be 
reasonably secure as to the future of 
voluntary insurance programs. To ar- 
rive at this minimum the doctors and 
the voluntary hospitals must do their 


utmost to aid in selling these pro- 
grams to the public or we will find 
ourselves far short of this minimum. 

The problem of increasing costs of 
medical and hospital care as well as 
the increased demand for such care is 
one that is foremost in the public’s 
eye. According to the Survey of Cur 
rent Business, National Income Num- 
ber, July 1948, total selected consumer 
expenditures in 1947 increased to 259 
per cent of the base years of 1935-39 
which were used as the average of 
100. In this same period hospital pa- 
tients’ expenditures increased to 298 
per cent in 1947 of the 1935-39 aver- 
age, and payments to physicians in- 
creased in 1947 to 202 per cent of the 
1935-39 average. 


WE ARE GIVING BETTER CARE 

It is recognized that the costs of 
rendering hospital and medical care 
have gone up in proportion but the 
patient is entitled to, and demands, 
an explanation for this increase in 
costs, especially of hospital care. Hos- 
pitals have been extremely lax and in 
many instances have not attempted 
an explanation. To win active sup- 
port of the public we must present 
the case of increasing costs to it and 
present it in a manner it will under- 
stand. It is not enough to say that 
hospital and medical care costs have 
gone up just as the general cost of 
living has risen. We must explain 
that the public is getting more and 
better medical care than it has ever 
had and that to give this medical care, 
increased facilities must be added 
which in turn cost money. 

The physician must aid the hospi- 
tal in this explanation to the public; 
he must not forget that increasingly 
he is using hospital facilities for the 
diagnosis and care of the sick and 
that without these facilities he would 
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For the MODERN 
OPERATING ROOM... 


... With 
these 
outstanding 
features 


EXPLOSION-PROOF MOTOR — For maximum 
safety the Ritter explosion-proof motor has all 
electrical mechanism, including mercury switch, 
completely enclosed in an explosion-proof case. 
Safety features have been tested and approved by 
the Underwriters’ Laboratories, Inc. 

SIDE RAILS—On the Ritter Motor-Elevated Table, 
side rails are furnished to provide a means for 
attaching auxiliary equipment. 
CONDUCTIVE RUBBER ROLLERS—To 


insure an explosion-proof table, large conductive 


further 


rubber rollers and brakes are provided. The large 
rubber rollers provide easy movement about the 


IF YOU'RE VACATIONING 
IN THE EAST, 
BE SURE TO VISIT 
OUR PLANT 
COMPANY 


THE “tle 


MOTOR-ELEVATED 
OPERATING TABLE 


room. The Ritter Motor-Elevated Operating Table 
can also be furnished with standard base. 


STATIC-CONDUCTIVE RUBBER SLIP COVERS 
—A perfect static-conductive path down to the 
floor is assured with these slip covers attached to 
stainless steel backplates. 


MOTOR-ELEVATED—Raised or lowered by mo- 
tor power. Head, back, seat or leg sections 
easily adjustable to any position from full hori- 
zontal to chair. Air foam rubber cushions. Rotates 
180° with range of elevations, 23” to 41” or 27” 
to 45", from table top to floor. 


INCORPORATED 
N.Y. 


RITTER PARK, ROCHESTER 3, 
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not be able to render the present high 
standard of medical care that the pa- 
tient is obtaining in our hospitals. The 
doctor and the voluntary hospital must 
cooperate in explaining to the public; 
Until 


they do cooperate the problem of in 


neither one can do it alone 


creasing costs of medical and hospital 


care will remain a formidable target 


for the proponents of a compulsory 


insurance system 
As yet the voluntary 
Blue Cross and Blue Shield, 
have not brought into use their strong 
That 
program for 
We 


dissatisfied 


insurance sys 
tems, 7.¢ 
est weapon 


weapon is a com 


plete coverage medical 


ind hospital care must remem 
Blue 


pati nt is a 


ber that every Cross 

Blue Shield likely 

convert to a compulsory health insur 
With 

£ 


of medical and hospital care we recog 


and 


ance program increasing costs 
nize that the problem of a complet 


coverage program has presented ob 
difficult to 


Blue 


subscribers 


stacles that are overcome 
Blue 


recognize 


Even though Cross and 
Shield 


the value of 


usually 


their present coverage 
one of their chief complaints is that 


the benefits are not extensive enough 


UNION OFFERS ENCOURAGEMENT 
At the American Hospital Associa 
Blue 
Shield received strong 
Harry Becker of 


security de 


tion convention in Cleveland 
Cross and Blue 
encouragement from 
the U.A.W.-C.LO. social 
partment. Mr. Becker's 
that organized labor prefers Blue Cross 
Blue Shield as 


prepayment of hospital and medical 


address stat 


and the mediums for 


care with, however, the sole condition 


that they offer a complete package 


basis He 


1s possible 


available on a nationwide 


further stated it 


iveraye worker to budget 
rent and clothing 
expenses 


ause 


cannot be disn 1SSE | ent 
Another argume 

presented is that 

limits restrict 

the purpose 

care plans. Blu 

this argument 


raised the income recently 


However, the basic fect is still 
present members! 
restricted Furthermor 
ind Blue Shield pl 
fomination of one | 


plans themselves 


should be hospit: 


should be 


plans which include x-ray 


medical services. Hospital 
coverage 
are charged with dominating medicine. 


The 


peatedly that a 


statement has been made re- 
fully 


medical and hospital plan is not feasi- 


comprehensive 
ble. Here we are recognizing defeat 
W e still 
and reality. We 


defeat and say that 


emotionally must face the 


facts cannot admit 


such a compre- 
hensive plan is not feasible; we there 
by give the proponents of a compul- 
sory their 


insurance system strongest 


argument. We must experiment with 
a complete coverage plan and such 
experimenting must begin soon. 

The American doctor and the volun- 
tary hospital must render all assist 
ance possible in the development of 
a complete package for medical and 
hospital care. In rendering that assist 


they consider the medi- 


cally indigent and the indigent. We 


ance must 
must recognize that any comprehen- 
sive medical and hospital care plan 
which calls for the payment of pre- 
miums on prepaid voluntary insurance 


by the 
1; 
i 


government for the medically 


indigent and indigent must involve 


rules and regulations pertaining to 


that segment of the 


ered No 
tional 


population cov 
government, whether na- 
or local, would agree to 


Blue Blue 


Shield for insurance premiums unless 


state 


payments to Cross and 


rules and regulations were set up to 


ensure that the funds were expended 


properly and were accounted for in 


terms of quantity and costs 


qualit 


‘ 


medical anc hospital care 


said, the time element 


could be cited 


As we have 


alone as the main 


reason we are fighting against odds 
which many feel are too great to over 
come. In a survey conducted by The 
MODERN HospIrAt, the 


which were published in the Septem 


results of 


ber 1949 issue l 
isked on major problems in the hos 
pital toda One of 
Will we get compulsory 
insurance in the U.S.2 When? 
Why?” The 25 lead 


idministrators 


questions were 


these ques 
tions was 
realth 

good or bad 
ng hospital from all 


sections of the country who answered 
his question generally agreed that we 


will have compulsory health insurance 


within from two to 10 years and they 


generally agreed that it is a bad thing 

he hospital field as whole In 
we must examine oul 
is of fighting the threat 


Senators and repre 


ics of national 


at to com 


bat the threat we must support counter 


measures, such as government en- 
couragement of prepayment plans, and 
financial aid to hospitals, professional! 
education, public health units and re- 
search, rather than condemn the pro- 
ponents of compulsory insurance. 
We must face reality and not let 
our emotions defeat us. We condemn 


the health insurance program which 
has been in effect in England since 
1948 as being bad but on the other 
hand we say that even though it is 
bad, such a system won't work in this 
country. The only way we can prove 
American people that 


present voluntary system is the best 


to the our 
in the world is to let them know our 
basic problem, inform them of our 
progress to date (and we cannot be 
afraid to admit our mistakes) and 
enlist their aid in promoting and ex- 


tending the voluntary system. 


HOW WE VOTE IS IMPORTANT 
We cannot accept the defeatist at- 


titude that seems to have arisen in 
some quarters of the hospital field 
We fact that how 


we vote in selecting our congressmen 


have to face the 
in the next two years will, more than 
any other factor, determine the type 
of program for medical and hospital 
care we will have. We have made 
definite progress in Congress as far as 
counter measures are concerned to 
combat the threat of compulsion. Last 
September the Senate passed a five- 
year $280,000,000 program to aid in 
the production of doctors, dentists, 
The House of 
bill 
doubling the aid for hospital construc- 
tion from $75.000.000 to $150.000.- 


QOO 


nurses and technicians 


Representatives has passed a 


and the Senate is expected to 


pass a similar bill. This type of con- 


structive action will do more toward 


retaining our present voluntary sys- 


tem of hospital and medical care than 
will any of the condemning tactics 


which have characterized our past 


methods 
The 
must cooperate in promotung and ex 


doctors and the hospitals 


tending the voluntary system of medi 


cal and hospital care. In doing so, 


they must recognize the taxpayer s de 


sire for economic security; they must 


give the taxpayer a full explanation 


for the increasing costs of medical 


ind hospital care, and they must co- 


operate in the development of a com 


plete package of medical and hospital 


care for the patient But we must 


recognize that we haven't much time 
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4 EASILY MIXED... EASILY ASPIRATED... EASILY INJECTED 


Mixed with Water For Injection, U.S.P., or Isotonic Sodium 
Chloride Solution, U.S.P., Com-Pen quickly forms a homogene- 
ous suspension. Its particles of procaine penicillin G are uniformly 
dispersed due to the presence of small amounts of harmless 
dispersing agents. A minimum of agitation is required prior to 


aspiration. 


Because of the high degree of subdivision of its procaine peni- 
cillin particles, Com-Pen is easily aspirated through a 20-gauge 
needle prior to injection. Prepared suspensions of Com-Pen may 
be kept at room temperature for one week, or at refrigerator 


temperature for three weeks, without significant loss of potency. 


Com-Pen is readily injected through a 20-gauge needle. Small 
particle size and a homogeneous suspension make this prepara 
tion unusually trouble free. This outstanding feature is especially 
important in both hospital and office practice. Com-Pen is 
indicated whenever a repository type of penicillin is called for 


Package Information — Mixed according to directions, Com-Pen 
produces a uniform suspension, each cc. containing 300,000 units 
of crystalline procaine penicillin G. Com-Pen is supplied in: (1 
five dose vials containing 1,500,000 units, (2) single dose vials 
300,000 units) in individual boxes, and (3) single dose vials in 


boxes of 50 
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Medicine and Pharmacy 


Conducted by Robert F. Brown, M.D. 


MODERN INHALATION THERAPY 


!—Organization of Service 


O DISCUSSION of 
therapy is valid without first em- 


inhalation 


phasizing the role of its practitioners. 
The increase in new procedures for 
inhalation therapy has happily been 
paralleled by rapid development of 
the mecessary technician personnel. 
New groups of inhalation therapists 
are beginning training programs for 
their members. 

In many hospitals, the physicians of 
the anesthesiology service are teach- 
ing and supervising the inhalation 
therapist. The latter can no longer be 
just an orderly who moves equipment 
and tanks of oxygen. He must be 
instructed in the practical use of 10 to 
15 different pieces of apparatus, and 
in the theoretical considerations of 
the whole field of inhalation therapy. 
With such a background, he will be 
of greater service, and will take greater 
pride in doing good work. 

While this will require wage scales 
to skilled 


it the same time justify the charges 


proper technicians, it will 
currently being made to the patient. 
The 


the standards for therapists are raised 
The lack of skilled therapists in the 


patient will certainly benefit as 


as las re bel oste tne t »rTessio 
t | helped foster th mpre n 
that the attending physician is the 
only one who knows the answers about 


This 


logical view in certain special proce 


inhalation therapy may be a 


dures, Dut it 1s often not true in re- 
Newly 


1 
a sketchy the- 


gard to most uses of oxygen 
graduated interns with 
oretical knowledge should be willing 
to accept the help and even the advice 
of a skilled field 


Then we would not hear of demands 


technician in any 


tor 95 per cent oxygen in a tent, for 


helium oxygen from separate 


This is the first section of Dr. Conroy's 
inhalation therapy 


in the August 


article on 


The second 
part will appear ; 


of this 


magazine 


94 


tanks, 


W. ALLEN CONROY, M.D. 


Director 
Department of Anesthesiology 
St. Luke's Hospital 
Chicago 


or for tent oxygen in midwinter for 
a patient whose nursing care keeps 
him more outside than inside the 
canopy. Inasmuch as we cannot ex- 
pect the change to come by itself, it 
is up to the therapist to “sell” himself 
and his skills to the physician. This 
cannot be done by a belligerent, know- 
it-all attitude, but by diplomacy and 
by enlisting the help of interested phy- 
sicians in the cause of better inhala- 
tion therapy. 


NUMBER OF PERSONNEL 
It is impossible to supply good con- 


tinuous inhalation therapy with only 
one technician. The smaller hospital 
may solve this difficulty in two ways: 
(a) by training one man on each 
shift from some other service, having 
him “on call” only for oxygen therapy, 
while he does his regular job, (b) by 
contracting with a commercial oxygen 
service to supply both equipment and 
personnel as needed 

The large hospital will need from 
three to five men for good service. As 
a starter, only one or two need be 
previously trained. We can move the 
best teaching therapist around to in- 
Medical stu- 
dents are often good candidates for 


struct untrained men. 
the evening and night shifts. Women 
are usually unsuitable for the job, un- 
less a husky man is available to assist 
with the heavier work 

A physician with adequate knowl- 
edge of the subject should be respon- 
sible for all inhalation therapy 


PHYSICAL LOCATION 

The service 
should have a definite headquarters in 
the physical plant, with a telephone, 
record and space. It 


inhalation therapy 


system storage 


should be handy to a truck-loading 
platform and to the elevators. No 
flammable materials should be stored 
in the same area because leaking oxy- 
gen feeds fires. The room itself must 
meet the standards of fire resistance 
set down by the National Board of 
Fire Underwriters. 


BASIC EQUIPMENT 


1. Oxygen tents. Minimum of 
two; must have cooling and air-cir- 
culating features, except for the open- 
top infant type. Tents with electrical 
refrigeration are the more expensive, 
but are real labor savers, inasmuch as 
no ice blocks or melted ice has to 
be handled. Ice costs in a couple of 
years might equal the difference of 
cost between the all-electrical and the 
wet-ice tent. Some tents use dry ice 
(CO, snow) for cooling and circu- 
lation. Dry ice may cause severe burns 
to the careless handler, but it is free 
of messiness, and the initial tent cost 
is low. 

The canopy may be all clear plastic 
or opaque with windows The former 
is more pleasing to the patient, but is 
less sturdy and costs more. 

Tents should not be left on the 
wards when not in use but should be 
returned to the central location for 
storage and checkup. 

The outstanding advantages of tents 
are air conditioning and a moderate 
oxygen concentration (40 to 60 per 
The main disadvantages are 
their high cost and the great difficulty 
of achieving good nursing care con- 
currently with good oxygen therapy 
when the canopy is open too often. 

2. Oropharyngeal catheter. Mini- 
mum of two sets; must have efficient 
water vaporizer to humidify the oxy- 
gen lest it dry out the throat. Some- 


cent). 


times referred to as nasal catheter oxy- 
gen, the method is ineffectual unless 
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This is the season when bleary-eyed, sneezing 
patients turn to you for the rapid, sustained 
relief of their hay fever symptoms which 


BENADRYL provides. 


Today, for your convenience and ease of 


administration, BENADRYL Hydrochloride 
(diphenhydramine hydrochloride, Parke-Davis) 
is available in a wider variety of forms than 
ever before including Kapseals®*, Capsules, 


Elixir and Steri-Vials®. 








catheter is in the 
oropharynx, 1.< full 
the back of the The 


and its accessories are far cheaper chan 


per 


the tip of the 


within view at 
tongue catheter 


the tent, provide 40 to 60 cent 
oxygen, and do not interfere with any 
type of The 


ing disadvantage is that some patients 


nursing care outstand 


lo not tolerate the catheter well, espe 
cially children and irrational adults. 
Masks are of types, 


two main 


and at least one of each should be 
available 

For simple 
the B.L.B. and O.E.M 


are available in both the full-face and 


there 
masks 


inhalation, are 


These 
the nasal variety. Few patients want 
to wear them for long, but they are 
most useful where high concentrations 
are needed (90 to 95 per cent). They 
ire also convenient for intermittent 
self-application by the patient. They 
use much more oxygen than do tents 
but initial cost is 


or catheters their 


moder ite 


The responsibility 


the 


fo REVER specialists in 
various fields of med 


licine organ- 


ize themselves into a group for the 


practice of medicine, whether it is in an 
othice building, a hospital or a medical 
school, a medical center is established. 

To fulfill its purpose, a medical cen 
ter must be a complement to, not a 


competitor of, the family physician 


For the great majority of patients, the 
tamily doctor is the tal of neces 


Sum t 


sity In perhaps per cent of ill 
nesses more 
The 


the responsibility for the care of 


specialized care is needed 
' 


medical center that will accept 


those 


illnesses atten 


ind 


tion im a pirit vCTation 


teamwork with th mi doctor is 


in agency which tmmeasurably im 


proves the quality and availability of 


medical care throug! 


area served 


In our organiz 


tice clinic whose sta $ « 


the clinical faculty of 


school which is associate 
bed teaching hospital, we have fo 


that a close interdependet 


96 


Positive pressure masks are similar 
to the others, except they must al- 
ways be full-face and must have an 
escape valve adjustable to various in 
halation pressures 

i. Gas supply. \t is never economi- 
cal to use small (D or E) cylinders 
for routine therapy; G and H sizes 
greatly reduce the cost of gases and 
For 
piping 
advisable because with them bulk oxy- 


labor institutions using large 


amounts, systems are often 
gen or liquid oxygen may be em- 
ployed, at great savings. 

There is no need to on so- 
called “medical” oxygen. All oxygen 
available is purer than U.S.P. stand- 
ards. “Medical” oxygen cylinders re- 


quire different valve fitting from those 


insist 


of commercial oxygen tanks. Commer- 
cial oxygen valve fittings do not re- 
quire sealing washers, and the cost is 
often lower. 

Helium-oxygen mixtures should be 


kept available. Pure helium should 


rarely be required. If helium and oxy- 
gen are given by the same mask from 
separate tanks, there is always danger 
that the helium will asphyxiate the 
patient if the oxygen tank becomes 
empty before the helium is exhausted. 
This cannot occur with the mixture 
of helium and from 20 per cent to 30 
per cent oxygen. 

CO, and CO,-oxygen (5 per cent 
CO.) should be on hand, chiefly for 
their use in promoting breathing ex- 
ercises in the postoperative patient. 

5. Resuscitative apparatus of all 
types should be under the jurisdiction 
inhalation therapy service. 
“Iron lungs” push-pull resuscitators, 
spare suction pumps, and so on should 
all be included, both for storage and 
for servicing. 

6. Aersol vaporizers may be pro- 
vided for penicillin inhalations. 

A second article will the 
role of inhalation therapy in hospital 
medicine today. 


of the 


discuss 


of the MEDICAL CENTER 
to the FAMILY PHYSICIAN 


C. T. HARDY Jr. 


Business Manager 
Private Diagnostic Clinic 
Bowman Gray School of Medicine 
of Wake Forest College 
Winston-Salem, N. C. 


tween staff and the doctors 


throughout the state by whom patients 


our 


are referred to us. 

A large part of our job is to render 
to these referring doctors a service 
that will be of real benefit to them and 
to their patients. If we do not render 
good service to them, we have failed 
not only ethically but in a business 
way. We can exist only as long as we 
ire useful in providing good medical 
care 

With this realization of our respon- 
sibilities in mind, we decided some 
months ago to find out how we could 
best serve our referring doctors and 
wherein we failed in working with 
them 

Two hundred and fifty doctors in 
North Carolina, who had referred pa- 
sent a letter and 


tO us 


were 


The letter in part said, 
. . because 
the 


questionnaire 
“This . is sent to you 
we are improving 
services which it may be possible for 
us to render to you and the patients 
referred to members of our staff by 


interested in 


you. 

‘.. . A medical center is most use- 
ful in the treatment of patients only 
staft them- 


selves as a 


members consider 
the 
the referring physicians 


if its 
part of team which 
consists of 
throughout the state and themselves 

. Our chief function is that of 
diagnosis. 

“Will you take time to fill out the 
attached sheet and return it to us in 
the enclosed envelope? . 

We sincerely hope that the results 
of this study will enable us to improve 
the care of patients.” 

Attached to this letter was a ques- 
tionnaire, the text of which is given 
with the answers farther along in this 
paper 

The results were surprisingly good 
We received 128 completed question- 


naires 
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the new PICKER CATALOG of x-ray accessories 


Fourteenth edition of a book which, for almost forty years, has 
been esteemed as the standard reference for accessories used in 


radiography, fluoroscopy, and radiation therapy. Probably the most 


complete source-book for x-ray accessories extant, it embraces not 


only Picker-made products, but a host of others gathered from 





all over the world, and offered under the Picker guarantee. 
Your local Picker representative will be around 
soon with your copy: or we'll be glad to send 


one on request (use your letterhead, please). 


PICKER X-RAY CORP., 300 FOURTH AVE., NEW YORK 10. 
all you expect |... and more 
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After the individual answers had 
been tabulated, we wrote again to the 
doctors who had received the question- 
naires, giving them the results of the 
study. This reply was not limited to 
those who had answered the question- 
naires, but was sent to the entire group 
It was felt that the answers were of 
sufficient interest to be seen by as 
large a group as possible. Excerpts 
from the letter which was sent and 
the results of the questionnaire follow: 

‘We feel that the response to the 
questionnaire sent out some time ago 
from our clinic has been most gratify- 


ing. It has been a truly inspiring 
study. We are proud of the nice 
things said about us, and honestly 
concerned about the criticism. You 
may be assured that every effort will 
be made to correct those things that 
are within our control. 

“We believe you will be interested 
in the answers to some of the ques- 
tions and are enclosing a breakdown 
of the answers with this letter. 

“I believe the most common criti- 
cism was that our reports go out too 
slowly. We are working on plans 
which I believe will almost eliminate 


CHEST PANT; 
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Plastic Collar 


tor features the exclusive “Spiralock” collar that 
comfortably fits all neck sizes. It is equipped with 
a heavy duty power plant that provides both posi- 
tive and negative pressures for effective treatment 
A of either a child or a full grown man—all within 
a single chest piece. Respiration speeds of from 
14 to 30 are quickly and easily obtained and hand 


operation is provided for. The Chestpirator has 
been accepted by the Council on Physical Medicine 
of the American Medical Association. 
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this criticism. We expect to have a 
new system in effect within the next 
few weeks. 

“A meeting will be held of our staff 
and the comments in the questionnaire 
will be taken up, one by one. We hope 
that many causes for dissatisfaction can 
be eliminated as a result of your con- 
structive criticism. 

“A schedule of our charges will be 
prepared and mailed to you in the near 
future. 

“As most of you realize, we are 
greatly in need of additional hospital 
beds and outpatient facilities. We try 
to take care of emergencies and urgent 
cases, but sometimes we do not even 
have a bed available for an emer- 
gency. We hope someday, of course, 
to be able to build an addition to the 
hospital. 

“Again may we thank you for your 
cooperation. We hope from time to 
time you will let us know anything 
that we can do to improve our service 
to you.” 





Answers to Questionnaire 


1. Do you refer patients to our clinic or 
to any other medical center primarily be 
cause of the reputation of individual staff 
members or because of the reputation of 
the institution? 

ANSWERS: 
(1) Reputation of individual staff 
men 41 

(2) Reputation of institution 25 

(3) Both 36 

(4) Both, but primarily individual 12 

(5) Both, but primarily institution 4 

(6) No answer 10 


128 

2. How do you want the patients re- 
ferred by you to our clinic or another clinic 
handled? 

(a) Do you want them seen purely for 

diagnosis? 

ANSWERS: 

(1) Yes 

(2) No 

(3) Usually yes 

(4) Usually no 

(5) Indefinite answer 


Note: Analysis of the “No 
(1) Judging by other answers, really 
prefer to have them sent home 
for treatment unless specialized 


answer 


care is needed 

(2) Really prefer to have treatment 
done in medical center by special- 
ist 


Comment: Obviously most of our refer 
ring doctors prefer to treat their pa- 
tients at home unless specialized treat 
ment is required. 

(b) Do you want us to outline treat 

ment for the patient? 
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Armour sutures come to you 


in this sterile pack jar! 


easy-to-use chrome cover > 


Pre-sterilized, ready to use! 











Immersed in germicidal alcohol! 
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Saves handling, reduces breakage! 
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Warranted sterility of both sutures and tubes! 


Standard-size tubes packed 36 to a jar! 


Initial order includes well- 
fitting chrome covers to 
protect suture tubes from 
air contamination, yet make 
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them easily accessible. 


All Armour Sutures are also available in the standard card- 


i board cartons of 1 dozen tubes. For additional information on 
a eR er 
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ANSWERS 
l) Yes 110 
(2) No 3 
Only when specified or necessary 5 
1) No answer 10 


128 
Do you prefer that treatment be 
done here 
ANSWERS 
(1) Yes 
2) No 
3) When best for patient 
+) Only for specialized conditions 
(5) Only for emergency 
6) Only when requested by doctor 
No answer 


2 


(d) How do you think we should handle 
a condition requiring surgical cor- 
rection which is found during the 
course of examination? 

RS 

Send back to or contact referring 
doctor for decision 

Operate here unless otherwise di 
rected 26 
Respect wishes of patient 31 
Use our judgment 10 
) Operate here for specialized cases 
only 

Send home for operation 

No answer 


128 
What do you want included in the 


reports sent to you by our staff men? 


The following price list will show you how you can save virtually 
one-half over the former prices for famous O.E.M. quality Cleerlite 


Canopies. 


CHECK THESE NEW LIST PRICES 


CANOPIES 





All Standard Weight Cleerlite Canopies 


$4.17 each 
$4.50 each 
$4.75 each 
$5.00 each 
$5.80 each 


1 gross lots 
6 dozen lots 
3 dozen lots 
1 dozen lots 
per unit canopy 





0.E.M. Permanent Cleerlite Canopies 
Full bed coverage, heavy 5 gauge. 0.E.M 
Cleerlite, 3 zippers, strong and durable 





$25.00 each 











These low priced O.1 y # 


Cleerlite Canopies are made of 


the same erystal clear trans- 
parent vinyl Cleerlite as always. 
Resistant to air. alcohol, urine, 
acids and oxygen, they will not 
erack or peel. And all Cleerlite 
Canopies come slip-sheeted with 
tissue paper. O.E.M. Cleerlite 


has, of course, been approved 


oO.E.M. 





by the Better Fabrics Pesting 
Bureau and Canadian Stand- 
ards Association. 

Send in your order today for 
O.E.M. Cleerlite Canopies at 
these new low prices. You may 
obtain them for all popular 
models of oxygen tents. 

Send for « omplete catalog on 
all O.E.M. equipment. 


CORPORATION 


(OXYGEN EQUIPMENT MFG. CORP.) 


Fitch Str 


East Norwalk, Conn. 


ANSWERS: 
(1) Physical findings 
2) Special studies 

(3) Diagnosis 

(4) Suggested therapy 

(5) Copy of pathology report, if any 

(6) Copy of operative report, if any 

Note: It is noteworthy that the family 

doctors are not interested in having a 
history reported by the specialist. 

1. Have you received complete and 
prompt reports on patients referred to our 
doctors? 

ANSWERS 

(1) Yes 

{ 2 } No 


(3) Not always 


(a) If not, we would appreciate as spe- 
cific criticism as possible so that we 
might correct this 

ANSWERS 

{ l } Slow 

(2) Never received 

(3) Some slow, some not received 

(4) No comment 


4 
Comment: The criticism was not for in 
completeness of reports, but of the delay 
in getting them. As mentioned, steps are 
being taken to correct this 
5. Have you ever been alienated from 
a patient as a result of referring him to 
this or any other medical center? 
ANSWERS 
(1) Yes 
(2) No 
(3) From other medical centers only 
(4) No answer 


128 
Comment: There was a distressingly large 
number of affirmative answers to this 
question. This point will be empha 
sized with our staff and we shall make 
every effort to avoid contributing to 
this alienation. A number of those an 
swering “Yes” pointed out that this was 
unavoidable in some cases, and that 
the reasons for this lay with the pa 
tients rather than the medical centers 
6. How do you think your patients are 
handled financially 
(a) Do you think they are overcharged 
or undercharged 
ANSWERS 
1) Overcharged 
2) Undercharged 
3) About right 
1) Don't know 
5) Sometimes over; sometimes under 
6) No answer 


125 


») Are they sometimes seen in the 


charity clinic when they should 
come through the private clinic or 
vice versa 
ANSWERS 
1) Charity clinic, through error 
?) Private clinic, through error 
(3) Yes, both ways 
1) Don't know 
5) No 
6) No answer 
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Urokon Sodium Brand 
of Sodium Acetrizoate 


1 Low Toxieity 
2 Few Side Reactions 


3 High Quality Relogtams 
4 Quick Pietwies 


5 E¢onomical 
6 Immediately Available 


Urokon is immediately available 
in convenient packages of one, 
five and twenty ampuls of 25 cc each. 


May we send you reprints of published clinical reports and 
other data concerning the above points? Mail the coupon. 
se 
Mallinckrodt Chemical Works 
Second & Mallinckrodt Sts., St. Louis 7, Mo. 
or 
72 Gold Street, New York 8, N. Y. 
Gentlemen: Please send me full information 
and clinical reports on Urokon Sodium. 
MALLINCKRODT CHEMICAL WORKS 
Mallinckrodt St., ST. LOUIS 7, MO 
72 Gold Street, NEW YORK 8, N. Y 
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Clean Needles 


BETTER... 
FASTER... 


with the 


Casadgy HYPODERMIC 
NEEDLE CLEANER 


The new Casady Hypodermic 
Needle Cleaner can reduce 
personnel time in the clean- 
ing procedure by as much as 
80%. If a hospital or clinic 
cleans 500 needles, the time 
of four hours’ cleaning by 
hand methods can be reduced 
to less than one hour when 
the Casady automatic cleaner 
is used. 

In addition, the Casady 
Hypodermic Needle Cleaner 
does the job thoroughly, 
cleaning out the heads of the 
needles with an electrically 
driven swab at five revolu- 
tions per second. Both needle 
heads and shafts are then 
“tri-cleaned” with three sepa- 
rate fluids passed successively 
through each needle under 
20 pounds pressure, after 
which compressed air is 
forced through the needles, 
leaving them dry and clean. 
© Quickly and efficiently cleans 
all standard brands and sizes of 
hypodermic needles from tiny 
No. 27 to large No. 15 and long 
spinal puncture needle. 


® See your Dealer or Write for 
new descriptive folder. 


THE JOHN BUNN CORP. 


140 Ashland Avenue 


Buffalo 22, N Y 





Comment: It is difficult to say how much 
improvement we can make in this situa- 
tion at present. We attempt to screen 
the patients before appointments are 
given, by mail or by interview, but 
errors are often made. After a patient 
arrives from a distance to fill an appoint- 
ment either in the out-patient depart- 
ment or in the private clinic, it is dif- 
ficult to switch him from one depart 
ment to another because all appoint- 
ments are filled. Frequently, in an ef- 
fort to avoid creating a hardship for the 
patient, we go ahead and see the patient 
even though we realize he is in the 
wrong clinic. We always appreciate the 
help we get from you in determining 
a patient's financial status before an ap- 
pointment or reservation is made. 

(c) Do you feel that you should know 
more about our financial classifica- 
tion of patients and fees charged? 

ANSWERS: 

(1) Yes 99 

(2) No 29 
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Comment: As stated in the letter this 
will be prepared and mailed to you at 
a later date 

Are your patients pleased or dissatis- 
fied with their treatment here? 

ANSWERS: 

(1) Pleased 89 

(2) Most are pleased 31 

(3) Some are dissatisfied 7 

(4) No answer 1 

128 

8. Are you pleased or dissatisfied with 

our treatment of your patients? 

ANSWERS 
(1) Pleased 108 
(2) Dissatisfied 3 
(3) Generally pleased 14 
(4) Sometimes dissatisfied 3 
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Following this, a memorandum was 

prepared for presentation to the staff 

of the Private Diagnostic Clinic. In 
part, these comments were made to 
the group 

“We must bear in mind while study- 

ing the results of the questionnaire 

that the doctors queried were a selected 
group in that they do refer patients 
to us. This means that we have asked 
our friends what they thought about 
us and we must avoid complacency 
over the favorable tone of the answers 

“They were not all 100 per cent 

satisfied customers, however, and I 
believe we should study the answers 
carefully and make every effort to cor- 
rect the criticized things which are 
within our control 

“We must take great care to avoid 

criticizing the referring doctor to the 
patient. It is much too easy, living 
in the rarified atmosphere of a medi- 
cal school, to be somewhat contemptu- 
| ous of the way medicine is practiced 


| in the rural districts. It might be both 


humbling and enlightening to remove 
the ‘props’ from about us and see if 
we could do better. The fact that the 
family doctor referred the patient to 
you shows that he recognizes your 
superior training and ability or the 
superiority of the equipment with 
which you work. Don't try to make 
yourself important at his expense. The 
patient must be dependent on the fam- 
ily doctor for his routine care and if 
you destroy his faith in his doctor, 
you have not done anyone a favor. 

“There were a good many nice 
things said about our clinics and this 
questionnaire. Those who filled out 
the questionnaire seemed to feel that 
it showed an honest desire on our part 
to give them better service. 

“Some of the more constructive 
criticisms were: 

‘1. If a report is to be delayed, tell 
the patient so that he will not report 
back. to the referring doctor too early 

‘2. Send to the referring doctor a 
complete list of the staff members and 
their specialties at regular intervals. 

‘3. If a patient is referred to our 
clinic by a specialist, also get the name 
of the family doctor and send him a 
copy of the report. 

‘4. Remember how trouble 
and expense are involved for a patient 
to travel back and forth long dis- 
tances to the clinic. Hold down re- 
turn visits to a minimum.’ 

“Judging the questionnaire as a 
whole, most of the referring doctors 
are pleased and feel that we are doing 
They don’t want any 
They do want 


much 


a good job. 
thing unreasonable. 
their patients seen as soon as possible 
and emergencies taken care of immedi- 
ately. They want to be notified before 
we proceed with treatment or opera 
tion. They want prompt and complete 
reports. They don’t want us to tell 
their patients that they have been 
treated incompetently, and they would 
like to have their patients returned to 
them in as good condition as possible 

“It is hoped that this survey will en- 
able us to do a better job in the 
future.” 

It is felt by our group that this en- 
tire study has had a healthy effect on 
us and on our referring doctors who 
feel now that we are interested in their 
point of view. We have noticed an 


increase im ‘constructive criticism’ 
from these doctors 
that we may be able to maintain this 
spirit of cooperation and mutual en- 
deavor on its present high plane by a 


constant reevaluation of our work. 


It is our hope 
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improves 
maternity pad 
technic 


The New, 35% Longer 
No, 656 KOTEX MATERNITY PAD 


The new No. 656 KOTEX (12” Pad) greatly 
reduces the need for multiple, overlapping ap- 
plications. This is possible because the new No. 
656 is 35% longer than ordinary maternity pads. 


Savings Up to 45%. In actual hospital tests, 
the new No. 656 12” KOTEX Pads effected 


savings up to 45% over previous methods. 


Softer, More Absorbent, More Efficient. 
KOTEX Maternity Pads absorb quicker, draw 
moisture along the length of the pad, then hold 
drainage. Patients prefer KOTEX because it is 
softer, more absorbent, more efficient. They use 
more KOTEX than all other brands combined. 


Used with the More Sanitary and 
Economical 


NEW KOTEX HOSPITAL BELT 


This new belt, another Bauer & Black exclusive, 
is ideal for use with the new No. 656 KOTEX 
Pad. A one-inch wide elastic waistband of the 
finest quality affords soft, uniform tension. A 
special snap fastener makes applying and 
changing pads easier. The new Hospital Belt 
gives these advantages: 


@ More sanitary than T- Binder because it does not be- 
come contaminated with drainage. 


@ Easier to apply pad on the belt than on a T- Binder. 
@ More economical than T-Binders. Saves money and time. 
@ Far more acceptable to patients. 

@ More comfortable for patient during early ambulation. 


Hospitals and patients will benefit by using this new 
and better combination of the No. 656 KOTEX 
Maternity Pad and the New KOTEX Hospital Belt. 


*Trade-Mark Reg. U.S. Pat. Off. by 1.C.P. Co. 


BAUER & BLACK ) 


Division of The Kendall Company, Chicago 16 
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Notes and Abstracts 


Prepared by the Committee on Pharmacy and Therapeutics 
University of Illinois College of Medicine, Chicago 12 





How 


MIRACLE DRUGS 


A’ ONE time new drugs were 
found by accidental discoveries of 
their peculiar effects in man. Thus 

Quinine was discovered because a 
cinchona tree fell into a pond near an 
Indian village and a brave too sick 
to travel farther for better water drank 
the bitter water and got well 

Ergot was discovered because tainted 
rye produced abortion in the poorer 
classes that could not afford better 
flour for their bread 

Digitalis was discovered because an 
early physician listened to an old wom 
in's tale of a treatment for dropsy 

Atropine was discovered by a phar 
macist’s apprentice named Daries who 
rubbed his eye while filling a pre 
scription. 

Strophanthus was discovered because 
the botanist on Livingston's expedition 
to Africa kept his toothbrush in the 
same pocket with some poisoned ar 
rows 

Epsom salt was discovered by a 
farmer who had a spring on his prop 
erty from which his cattle refused to 
drink. He drank and the pharmaco 
logical effects were promptly called 
to his attention 

Veratrum, which has a strong para 
sympathetic stimulant effect, was dis 
covered by the shepherd boy Melamp« 
who noted that his sheep developed 
violent diarrhea after eating the plant 
called hellebore 

{cetanilid was discovered accident 
illy by one of Professor Kussmanka’s 
assistants who took the compound and 
noted a drop in his body temperature 

undoubtedly with some degree of 
Cyanosis 

Epinephrine was discovered because 
Oliver made extracts of various tissues 
of the human body and injected them 


subcutaneously into his own son. He 
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are born 


discovered that an extract of the 
adrenal gland was the only tissue ex- 
tract which accelerated and hardened 
his son's pulse 

Such rash human experimentation 
is at best futile and at worst fatal 
The Nazi physicians under Hitler's 
orders tried many human experiments. 
The mortality was high and the scien- 
tific knowledge almost nil 

Fortunately, since the turn of the 
century, most new drugs have been 
newly-made chemically and carefully 
tested in experimental animals. When 
the chemist succeeds in making a new 
chemical, that is exactly what he has, 
only a new chemical. Then this chem- 
ical is turned over to the pharma- 
cologist and its effect is determined 
in animals. If the drug action is of 
interest, then various species of ani- 
mals are used to determine if ail 
animals are affected in the same way. 
The mouse, rat, guinea pig, cat, dog 
ind monkey may be used to prove 
that the drug has predominantly the 
same effect in all of these species and 
hence may have that effect and mo 
ther toxic action in man. 

A chemical thus becomes a drug 
only when and if someone discovers 
that it has an action which will help 
or cure disease. In other words, the 
drug must be tested in living animals 


The Early and Only Vivisectors 


If we go back to the Nineteenth 
Century, we find that much of our 
early physiological and pharmacolog- 
ical knowledge was gained by opera- 
tions on living, unanesthetized ani 
mals. Claude Bernard (1813-78) and 
his predecessor Francois Magendie 

783-1855) made numerous studies 
on unanesthetized animals, but then 
one must remember that anesthesia 


was not discovered until 1846 and that 
prior to this discovery all surgical 
operations in man were done with the 
aid of strong assistants to hold the 
pain-racked patients on the operating 
table. One must also recall that an- 
esthetic drugs were discovered in man 
and hence the study of these agents 
in animals took many years before the 
experimenter could be certain that 
these pain-killing drugs would not 
invalidate the experiments. Such data 
were accumulated by 1900 so that in 
the Twentieth Century all experi- 
ments in animals can now be con- 
ducted without pain to the experi- 
mental animal 


Birth of the Antivivisectionists 


In the Nineteenth Century, French 
veterinarians reacted to these painful 
experiments in animals and were in- 
strumental in organizing the antivivi- 
sectionists in Europe. This occurred 
almost at the same time that medical 
scientists were learning enough about 
anesthetics to use anesthesia in all 
experiments. However, in spite of 
improvement in animal care and ex- 
perimentation the antivivisectionists 
are still with us and represent a vocif- 
erous and well organized 3 per cent 
of the voting population. In contrast 
to this small minority group, a recent 
opinion survey showed that 85 per 
cent of the voters are in favor of 
turning over to medical, veterinary and 
dental research and teaching all un- 
wanted, unclaimed stray dogs and cats 


What Perpetuates the Anti- 
vivisectionists? 


Vivisection is gone, but a few anti- 
vivisectionists are still with us! Un- 
doubtedly three factors are involved 
in the self-perpetuation of the anti- 
vivisectionist. The first and most im- 
portant is ignorance. Ignorance of bio- 
logical science is common in this sect 
of crackpots. Some do not believe in 
vaccination, the use of insulin or eat- 
ing meat, but they do wear furs, 
feathers in their hats, and leather shoes 
One stated that rabies in dogs is not 
a disease but is merely a series of 
symptoms which result from repeated 
mistreatment of the dog. One stated 
that the Nazis, without animal experi- 
mentation, were able to make human 
blood out of stone. Yet another re- 
cently stated in Baltimore that the use 
of penicillin was the greatest cause 
of postoperative mortality in any op- 
eration. Yet another stated that med- 
ical scientists should learn as do the 
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Kimble Culture Tubes No. 45048 and No. 45066 (with screw cap). 


Provided with sandblasted spot for marking. 


Their long, useful life means low costs for you 


Your own records will show you how 
well these tubes serve... how much 


Fewer culture tubes are broken than 
are retired from use because of etch- 
ing and scratching. Tubes that stay 
clear provide the longest service 
give you the lowest costs. 

Kimble Culture Tubes are made of 
Kimble NS5IA glass 
glass that has higher chemical dura- 


bility than any other available. 


a borosilicate 
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In laboratories across the nation, 
tubes of Kimble N51A glass outserve 
others by wide margins. They espe- 
cially resist alkaline and neutral solu- 
tions, including hot water and steam. 

Make tests yourself. Use Kimble 
Culture Tubes side by side with any 
others available. Match them for clar- 
ity, for long life, any way you want. 


they can save. 

You'll find, too, that Kimble Cul- 
ture Tubes are the lowest-priced 
borosilicate tubes on the market. Your 
laboratory supply dealer will be glad 
to give you complete information 
about prices, types and sizes, 


GLASCO PRODUCTS CO. 


111 NORTH CANAL STREET, CHICAGO 6, ILLINOIS 
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hospitals are saféguarding atients by 
putting an ATIAteam-(Clox tag in every 
surgical pac ky / 


* TIME No magter wif the tem- 
perature and steam pressure inside your 
autoclave, ATI Stéam-Clbx can NOT 
change color until/exposed long enough 
for destruction of all bagteria—with an 
ample margin safety./ 


* STEAM if insteqd of pure bac- 
teria-killing steam, yom have residual 
air in your autoclave, a/longer exposure 
is definitely required tg kill the bacteria 
—and to turn ATI Steam-Clox from 
purple to green. 


* TEMPERATURE Lower tem- 
perature requires a longer time to de- 
stroy bacteria—and to change ATI 
Steam-Clox from purple to green. 
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Los Angeles 16, California 1 
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astrologists by observation instead of 
experimentation! And the final insult 
to our intelligence came from an edi- 
tor who said we should make a me- 
chanical man and test our drugs on 
him! This to scientists who have not 
been able to make even a one-celled 
form of life. The machines of 1.B.M., 
G.E., or M.LT. do not compare with 
the lowest form of life made by God! 


Avarice the Second Factor 
Business enterprise such as moti- 
vates the confidence man may also 
motivate the antivivisectionist. Public 
relations experts have been known to 


| discover that a neater and quicker buck 


can be made by playing upon the 
heart strings of a gullible public. Thus, 
a new antivivisection society can be 
formed in any state or municipality, 
donations can be solicited and contri- 
butions will roll in “to help prevent 
pet torture.” The public loses because 
medical progress is hindered and the 
oaly winner is the secretary or man- 
aging director who, with little effort, 
draws his pay for his organizational 
and soliciting efforts. Avarice may also 
be a major factor in the numerous 
theatrical characters who see and use 
the antivivisectionist movement as a 
means of continued publicity when 
their theatrical careers are over. A few 
newspapers will allot extensive space 
to these publicity seekers. 


Misplaced Sympathy Is 
the Third Factor 

Medical scientists are not sadists or 
torturers. They are more interested in 
truly humane movements and the pre- 
vention of cruelty to animals than any 
other group. They are the discoverers 
of various anesthetics which are rou- 
tinely used by veterinarians to ease 
pain in animals and occasionally to 
provide a painless death for over-age 
or injured pets. They, however, con- 
sider human life and well-being above 
that of animals, while many antivivi 
sectionists consider the dog or the 
cat to be more important than children 
and human life. One antivivisectionist 
points out that dog spelled backwards 
reads God and infers that the canine 
race is thus superior to man, woman 
ind child, which are meaningless when 
spelled backwards. The scientific dis- 
coveries of medical scientists have in 
creased man’s expected life span from 
{7 to 67 years since 1900 and, while 
available, the 
scientists’ efforts have undoubtedly in 
creased the useful life span of our 
pets and domestic animals, also. And 


the statistics are not 


yet, the Pitman-Moore Company in 
Indianapolis has difficulty in obtaining 
enough unwanted, unclaimed, stray 
mongrel dogs to make rabies and dis- 
temper vaccines and serums to protect 
and save the lives of our pedigreed 


pets! 


Laws Require Experimentation 
The United States Pharmacopeeia re- 

quires that 52 drugs be assayed in 

animals before they are sold for use in 


man. The Food and Drug Administra- 


tion acting under authority of the 
1938 Food, Drug, and Cosmetic Act 
requires elaborate animal testing be- 
fore any new drug can be marketed. 
Thus, a chemical may be studied from 
one to five or more years in animals 
before the conditions for use in man 
are determined. But even this war- 
ranted delay does not compare with 
the many years that may elapse before 
a new chemical is tested in living 
animals and its drug effect discovered. 

Thus, Gelmo in 1908 made the first 
sulfa drug, but it was merely a chem- 
ical. The world unwittingly awaited 
the animal experiments of Domagk 
when in 1932 he used a sulfa drug to 
treat mice made sick with virulent 
germs. The mice did not die and by 
1937 the drug sulfanilamide had 
passed all animal tests and could be 
cautiously tried in human bacterial in- 
fections. The results were nothing less 
than miraculous. The hemolytic strep- 
tococcus is one of the most dangerous 
of germs. When it blood 
poisoning, previously about three out 
of four of its victims died. In child- 
bed fever, the toll was approximately 
one in four, streptococcal 
(spinal) meningitis was invariably 
fatal. All this was now changed. Con- 


caused 


while 


sider, in retrospect, how many thou- 
sands of lives would have been saved 
if Gelmo, in 1908, had only tried (or 
had Ehrlich try) his chemical on a few 
sick mice! 


Antihistamines 

As a further example of how im- 
portant drugs are discovered we can 
cite the example of drugs which coun- 
teract histamine. Histamine is ordi- 
narily combined in a harmless inactive 
form in the body, but when animals 
or men become sensitized to pollen or 
dusts, this allergy or sensitization re- 
sults in the sudden release of histamine 
in potent human 


being or animal is then subject to all 


form so that the 


of the actions of histamine which may 
cause asthma, hives, swelling of the 


tissues, sour stomach, cramps, head- 
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HOSPITAL PHARMACIST 


In spite of the current spiral of inflationary costs, 
TEL-O-SEAL CONTAINERS your skill plus Fenwal Equipment and Technics can 
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£A |}  FENWAL ASSURES SAFETY, 
ACCURACY AND CONVENIENCE 


Standardized equipment and technics which cover 
every phase of I.V. therapy; sterile water procedure; 
preparation of antibiotics in solution. 


Specially designed Pyrex Brand glass containers 
from 75 ml. to 3000 ml. Six practical sizes that accom- 
modate interchangeable hermetic seals. 


Reusable vacuum closures. 


POUR-0-VAC CONTAINERS 

For sterile water and saline 
technics. Available in 350, 500, 
1000, 1500, 2000 and 3000 ml. 
arte 5 A background of 10 years of satisfactory operation 

in many leading hospitals throughout the world. 


Automatic washing and filling equipment and acces- 
sory apparatus. 


FENWAL offers to hospital pharmacists, by virtue 
of their scientific training, experience and position, 
the means of effecting substantial and immediate 
economies for affiliated hospitals . . . and in addition 
...the opportunity to enhance the prestige of their 
pharmacy services. 
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ache, fainting, or a and 
troublesome skin rash 


The scientist has shown by the fol- 


persistent 


lowing tests that this new chemical 
will (1) He 


used the isolated bowel of the guinea 


counteract histamine. 
pig in a constant temperature bath to 
show that spasm or cramping induced 
by histamine could be prevented. (2) 
He placed groups of treated and un- 
treated guinea pigs in a glass enclosed 
chamber and allowed a measured 
amount of histamine mist to be forced 
into this chamber. The untreated pigs 


died of asthmatic constriction of their 


bronchial tubes while the pigs injected 
with the chemical remained 
miraculously unaffected. Know- 
ing that histamine will produce faint- 
ing owing to a sudden drop in blood 
pressure, he further several 
anesthetized dogs or cats to see first of 
all how much drop in blood pressure 
a standard dose of histamine would 


new 


(3) 


used 


produce and second if this reduction 
could be prevented by the new chem- 
ical. In addition, the scientist used all 
of the known antidotes to histamine, 
adrenalin, ephedrine and 
aminophyllin, to see if this new chem- 


such as 
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ical was as good as, or better than, 
the marketed drugs. 

Yes, this new chemical was better 
than these other drugs. Well you say, 
“Let's try it No, my 
friends, not so fast! In spite of all this 


in patients.” 


work, we still have merely a chemical 
—a promising chemical, I grant you 
—but not a drug which is ready to use 
The 1938 Food and Drug 
Laws were designed to protect man 


in man 


kind against promising brain-children 
of this type. Well, you say, “What's 
the delay?” We have 10 per cent of the 
population with allergic conditions, 
some of whom may not respond well 
to ephedrine, and this new chemical 
is effective orally so that they won't 
have to be injected with adrenalin. 
This new chemical antidotes histamine 
and has no serious side effects in your 
animals. The delay, my friends, may 
amount to one or two years while we 
feed this chemical to the dog, inject 
it into the growing rat and mouse, and 
perhaps even invest $350 to purchase 
10 monkeys to see if they lose weight, 
become anemic, have a serious drop 
in their white blood cell count, or have 
any serious damage to the liver or 
kidneys when injected or fed the 
chemical for a period of many months 

At least, you say, we can save money 
by using these monkeys and dogs over 
again for another drug if they have 
no alarming symptoms. I see you have 
naively forgotten the tissue studies 
Microscopic examination of all tissues 
is essential, which means that the 
animals are painlessly sacrificed and 
studied microscopically. In addition, 
the drug application must include 400 
clinical cases which show the effect of 
this new chemical in man. Only then 
can we start selling the drug for use 
by the physician and he must be 
trained carefully in how to use it. In 
summary you should realize that 

1. The Anticruelty Society of Chi- 
cago collects 23,900 dogs and 19,100 
cats per year (10 year average) but 
finds homes for only 3.6 per cent of 
the dogs and 0.6 per cent of the cats 
The 
ber 

p] 


rest euthanasia cham 


If medical schools attempted t 


raise their own dogs these would cost 


more than $75 each 


3. By killing 50,000 dogs per year 


} 


the misguided “humane” organizations 


in the Chicago area destroyed a poten- 


50.000 


tial $3, contribution 


citizens’ 
to the heart, cancer and infantile paral 
ysis drives 


1. For many experiments omnivor- 
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henever a carbohydrate 


supplement is indicated 


KARO Syrup is a perfect 
carbohydrate . .. a mixture of 
dextrose, maltose and dextrins 


FOR INFANT FEEDING physicians have prescribed 
KARO® Syrup for 30 years, recognizing it as an 
ideal milk modifier. For all types of formulas 


...for all infants; well or sick. 


FOR HIGH CARBOHYDRATE THERAPY, KAro, 
being a mixture of dextrose, maltose and dex- 
trins, can be given in larger amounts than any 


single sugar. 


IN GERIATRICS, carbohydrates fill an important 

a ; ; aia KE. KARO Syrup 

function. KARO Syrup is easily digested, well ; ; ; 
’ ’ is readily available 

tolerated . . . resistant to intestinal fermentation. in case lots, from any 


It is completely absorbed and utilized. food wholesaler. 


Medical Division 
CORN PRODUCTS REFINING COMPANY -17 BATTERY PLACE, NEW YORK 4, N.Y. 
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ous dogs are better for medical re- 
search than are herbivorous monkeys. 

5. The intestinal flora of the dog’s 
intestines are more closely allied to 
man than are those of any other experi- 
mental animal. Thus sulfa drugs and 
antibiotics must be tested in the dog to 
determine their sterilizing effect for 
peritonitis and bowel surgery 

6. Pregnant dogs were used to show 
that the anticoagulant “dicoumarol 
may produce fatal fetal hemorrhage if 
used late in human pregnancy to con- 
trol abnormal blood clots 


Pregnant dogs might show the 


cause of dietary blindness of premature 
infants. Which would you prefer? A 
blind more blind 
babies? 

8. In modern times all new anesthet- 
ic drugs are first tested in laboratory 
dogs, and the laboratory dog whether 
used in teaching or research is anes- 


few puppies or 


thetized before surgery and is not “cut 
up alive 

9. In 
licensed to use cats and dogs in med- 
Germany, under Hitler, 
outlawed the use of the cat and dog 


England, laboratories are 


ical research 


and used minority groups of human 


POSITIVE CONTROL 


FOR EVERY 
OXYGEN /4 
OUTLET 


No. 4895 OXYGEN 
FLOWMETER 
rt 
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Dependable, time saving Oxygen Outlet Con- 
trols are essential to your piped oxygen dis- 


No. 4901 OXYGEN 
CONTROL VALVE 


< 


tribution system. The Schrader Control Valve 
and Flowmeter give you positive control of 
oxygen at every outlet and save minutes of 
precious time in an emergency. 

The precision-made Control Valve was 


designed especially for the rigid control of oxygen at distribution system outlets. 
Finger-tip adjustment of the Valve provides sensitive control of the flow of oxygen 
from | to 15 liters per minute—fully opened, the flow is ample for flushing tents. The 
compact size makes neat, attractive installations in wall boxes or flush mounted on 


the wall. 


The Schrader Flowmeter snaps onto the Control Valve and locks in place with a 
quick, easy, one-hand operation. Valuable time is saved by elimination of threaded 
connections requiring wrench or tool application. Quickly transferred from station to 
station outlet as needed—clearly marked, easy-to-read face plate has half liter gradu- 
ations from | to 15 liters. When planning a new piped distribution system or modern- 
izing your old equipment, specify Schrader Oxygen Flowmeters and Control Valves. 


For complete, detailed information about the Schrader 


Medical Gas Control 
Coupler Outlets, send for Catalog No. 


A. SCHRADER’S SON 


Equipment, including 
A-109. 


“Safety-Keyed” 


Liu 


Brooklyn 17, New York 


Division of Scovill Manufacturing Company, Incorporated 
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beings instead. The Nazi results were 
at best futile and at worst fatal! 

10. The blue baby operation and all 
cardiovascular surgery has been per- 
fected in the dog. Surgery residents 
learn these operations by practice on 
the citizens’ unwanted stray dogs. 

11. Most cf our knowledge of the 
functions of the brain has been ac- 
cumulated by research on cats 

12. Our pedigreed dogs, mink and 
all of our domestic animals have their 
nutritional and infectious diseases 
cured by knowledge gained in experi- 
mental studies on mongrel dogs 

13. The only animal counterpart of 
pellagra in man is black tongue of 
dogs, which resulted in the discovery 
of a cure of both these diseases, name- 
ly, nicotinic acid 

14. The K-9 Corps during the war 


( niacin ) 


consisted of pedigreed dogs perform- 
ing tasks too dangerous for man, 
which tasks are now done valiantly and 
painlessly by mongrel dogs in the med- 
ical laboratory 

15. Federal law rightfully requires 
that scientists assay both parathyroid 
hormone and adrenalin in the anes- 
thetized dog before their use in man 

16. Only a vociferous 3 per cent of 
the population is against animal ex- 
perimentation, while 85 per cent is in 
favor of turning unclaimed pound 
dogs over to the medical schools and 
research laboratories 

17. The cause of diabetes and its 
treatment was first discovered in the 
dog 

18. Bleached white flour was proved 
by medical scientists to be poisonous 
for the dog, and the milling industry 
has voluntarily substituted a nontoxic 
agent 

19. The anesthetized dog is used to 
train physicians in the use of instru 
ments to remove trinkets from chil 
dren's windpipes. 

20. Digitalis and other potent heart 
drugs are assayed in the cat 

21. The unwanted cat has supplied 
us with our modern anti-epilepsy drugs 
and our knowledge of the electrical 
activity of the brain 

22. Many unwanted dogs are used 
to make distemper vaccine and serum 
to prevent and treat distemper in 
pedigreed dogs 


> 


23. Hookworm 


both 


and dog so that new remedies for this 


infests man 
infestation are first tested in the dog 

24. Almost all that is known about 
the stomach, and 
adrenal gland was learned by use of 


C. PFEIFFER, PH.D., M.D. 


intestine, liver 
the dog. —¢ 
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Rapid Healing... 


of the intestinal anastomosis 
is facilitated by intensive 
preoperative and postoperative 


intravenous protein therapy. Ee 


MODIFIED CASEIN HYDROLYSATE 


INTRAVENOUS AMINO ACIDS 


PARENAMINE is a high potency source of all the amino acids known 
to be essential for human nutrition. It provides rapid replacement 

of proteins lost through surgery, burns, injury, gastro-intestinal 

disease or inanition. 


6% solution supplied in bottles of 1000 cc. (60 Grams) 
ready for immediate use. 


15% solution in bottles of 100 cc. (15 Grams) to be diluted 
with dextrose or physiologic saline solution. 


Smoother Postoperative Recovery 


Parenamine, trademark reg. U.S. & Canada 
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Food and Food Service 


Conducted by Mary P. Huddleson 


TABLEWARE, 1950 


NTI 


tables and trays of hospitals were 


a few years ago the dining 


set with “china,” “silver,” “glass” and, 


in many cases, “linen.” Selections in 
these classifications depended on the 
type of service and the money avail- 
able. The simpler and less expensive 
the service, the heavier the china and 
glass and the lighter the blank and the 
Only 


fine services furnished linen which car 


thinner the plating of silver 


ried any fibers of flax 

In moderate or low cost food serv- 
ices the results were usually far from 
attractive. They furnished no pleasing 
background which would make food 
appear appetizing or add to the pleas- 


Nor 


were many of these items practical and 


ure of the patients or personnel 
economical. The weight and bulk of 
the heavy glass and china increased 
storage space, handling and breakage 
The plated ware required frequent pol 
ishing to present a good appearance 
and the lighter plating “wore off” after 
a relatively short period of time leav 
ing shabby, unattractive knives, forks 
and spoons. Frequent replating was es 
sential to maintain the good appearance 
required in food services having high 


standards 


BETTER TABLEWARE AVAILABLE 


Developments in all of these cate 


gories, most of them recent or cur 


rently underway, make it possible to 


select tableware for 1950 which is 


likely 


factory tor each type of service than 


to be more suitable and satis 


was formerly possible 
New shapes and designs in china 


and many beautiful new 


colored bodies 


patterns on 
otter 


food 


white, ivory or 
a wide variety of choice for fine 
The 


quently selected, 


SETVICE lighter weights are fre 
especially for items 
such as cups which are handled by the 
guest. These may prove as durable as 


the heavier weights, if institutions that 
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select this type of ware have careful 
employes and good supervision 

Attractive china adds much to the 
charm of the meal in hospital guest 
dining rooms where charges are set to 
cover costs of purchase and replace- 
ment, in private patient food service 
(especially if dishes are washed in the 
floor kitchen rather than being handled 
in a central unit), and in service for 
formal occasions 

Fortunately for hospitals which for- 
merly found it necessary to purchase 
the less attractive china, the new plastic 
tablewares offer many desirable fea- 
These wares, molded by some 
half dozen companies, are made of the 


tures 


melamine resins with fillers of alpha 
cellulose or cut fabrics and coloring 
agents. Light picnic wares, suitable 
also for some casual household uses, are 
made of polystyrene and of area for- 
maldehyde; these are not recommended 
for heavy duty use 

The 


molded with high polished chromium- 


plastic wares, if properly 
plated steel dies, have a smooth finish 
This surface can be dented by sharp 
knives but hospital food services do 
not feature steaks and chops frequently 
Plastics come in several pleasing colors, 
are but one-half to one-third the weight 
of the vitrified china commonly used 
in hospitals, and cost approximately 
the same as that china although certain 
items may be slightly more expensive 
Breakage is remarkably low so that re- 
placement costs are negligible. Sanita- 
tion reports show low bacterial counts; 
in fact, some experiments have failed 
to develop bacterial growths on plastic 

Although little imagination has been 
shown in the design of these materials 
which need not conform to stereotyped 


china shapes, some of the designs are 
pleasing and most of them possess cer- 
tain practical features, such as saucers 
which prevent cups from slipping and 
also fit the top of the cup to prevent 
spillage while being carried on trays 
and to retain heat 

Plastics should not be subjected to 
dry heat above 200° F. or to autoclay 
ing. They do not dry readily. The rinse 
temperature should be at least 180° F 
and the presence of a small amount of 
wetting agent in the rinse facilitates 
drying without spotting 


CANNOT PREVENT STAINING 


Although all molders are working to 
improve manufacturing processes they 
are as yet unable to prevent the stain- 
ing of cups from tea and coffee. The 
stains are easily removed or prevented 
by use of the newer detergents of the 
oxygen liberating type, however, by 
short soaking in a solution of sodium 
perborate and a standard type of de 
tergent 

Lightness and ease of handling, noise 
reduction, space-saving stacking, and 
low breakage make these wares par 
ticularly useful in hospital food service 
for patients and personnel. 

Other 
trays or tables or on cafeteria counters 


wares appear on the 1950 


and some are disposable. Paper items 
are used for service of certain foods, 
such as dressings, cream, sugar and 
fruit juices. Some paper containers 
may be used for casserole dishes and 
custard cups since they will stand oven 
cooking 


temperatures required for 


these foods. Such dishes in cooking 
china or glass usually require soaking 
before washing, so discardable items 


Although the old 
oaken bucket is still seen on some of 


may reduce labor 


these containers several more attractive 
designs are now available 

Disposable, single service dishes have 
wide use for service to patients with 
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Frey 


BUME 


That is the sole object of our huge supply of 


paper goods. When you want it in a hurry, it’s 
here, from the strictly utilitarian container to 
the most elegant napery. Attention to such 
detail is just part of our specialized service to 


you who serve the public. 





Make your own inset arrangements with this new 


“DIET-THERAPY” FOOD CONVEYOR 


Engineered by 


WIM ETHEUS 

















CTH conveyor gives you complete 
control of your selective menus 





innumerable top-deck variations are yours with this ‘diet therapy" 
food conveyor. You simply arrange the various size rectangular and 
square insets to fit the specific needs of your selective menus. In W-.ite today for full details on 
addition, there are two round wells for soups, etc., and two heated the “Diet Therapy” Food Con- 
drawers for bread and rolls. Other models available with additional 


senda veyor and literature describing 


ie ee our complete line of food serv- 
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infectious diseases, and in some chil- 
dren's services. Plastic, in one of sev- 
eral colors, is used by one manufac- 
turer to cover the top surface of paper 
plates, thus improving appearance and 
preventing absorption of liquids and 
Another 
plastic in any desired color to impreg- 
nate paper plates and mess trays. These 
dishes will resist heat to 350° F 


grease manufacturer uses 


They 
are rigid and attractive and can be 
produced at reasonable cost in large 
quantity 


Nylon is another of the new mate- 
rials now used for dishes suitable for 
some specialized hospitals. It is some 
what soft but almost indestructible. 


RESISTANT TO BREAKAGE 


Glass dessert dishes of new and 


pleasing design add much to the ap- 
pearance of tables, counters 
and trays. Blown tumblers, heat treated, 


serving 


and so resistant to breakage that they 
almost seem to bounce when dropped, 
have now largely replaced the old style, 
heavy pressed tumblers 

Glass has come into the tableware 
field with other heavy duty dishes. In 
general it has the same disadvantages 
as heavy china and, except for certain 
items such as salad and sandwich plates, 
is not likely to be used extensively in 
hospital service 

Silverware has remained relatively 
unchanged in design though new pat- 
terns are available. For fine food serv 


ices using fine china—unless the de- 
sign is strikingly modern—beautiful 
silver furnishes a handsome addition 
to the tray or table. The silverware 
selected should be of a quality that will 


This 


means that blanks should be heavy and 


retain its attractive appearance 


plating should be of full, hotel weight 
It should be kept burnished and in ex- 
cellent condition 

Stainless steel flatware is now widely 
used in services on which the cheaper 
plated ware was formerly purchased 
It retains its original appearance 
slightly darker than silver but not un 
attractive—does not tarnish, is easily 
cleaned with any good detergent and, 
if of heavy duty design, is sturdy and 
retains its shape 

Designs are 
cause hardness of the 
fabrication difficult 
be that 


limited, possibly be 
material makes 


Another factor 


may most of this ware is at 


present manufactured by silverw are 


companies and incentives to improve 
ment have been minimized. There is 
particular need for more suitable flat- 
ware, especially for trays. Stainless 
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steel offers great opportunity for de- 
velopment of new, pleasing, modern 
would feature 


functional and possibly smaller items. 


designs which more 
Some attractive designs in stainless 
steel hollowware are already available. 
This type of ware is adapted to use 
with plastic dishes in modern design 
1950 look. 
Gone from many institutions are the 


Tables also have a new 
acres of lanky white cloth which used 
to fill staff dining rooms. Tables with 
plastic tops in neutral tones or colors 
are widely used. Some of these tops 


include decorative mats selected by 


the institution. In many other dining 
rooms beautiful, gayly colored table 
cloths enhance the decorative scheme 
of the room. The cloths may be of 
solid color or with printed design 
Colors are vat-dyed and fast. Weaves 
interesting; the momie 


one of the most popular. Cloths are 


are weave 1S 


usually cotton but where especial care 


can be given to laundering them, cloths 
combining cotton and rayon are used. 
Napkins are made to match the cloths. 
Paper napkins are now used in many 
situations. 

Trays are equally attractive. Most 
trays are of plastics filled with rags 
or pulp. They now come in pleasing 
colors and are selected for size in rela- 
tion to the dishes to be used. Tray 
covers are of paper in pleasing pat- 
terns or of the same attractive colored 
or printed cottons as are used in table 
They are chosen to match or 
harmonize with the dishes. Napkins 
are made to match all designs. 


cloths. 


Food in 1950, therefore, may be 
served more attractively and, frequent- 
ly, more economically than heretofore. 
In view of the extensive research now 
in progress with old and new mate- 
to expect inter- 
esting developments in all types of 
tableware during this coming year. 


rials there is reason 





FOOD FOR 


THOUGHT 





More Protein for Breakfast 
Something new can be added to the 
popular slogan, “Eat a good breakfast 
to start a good day.” The addition is, 
‘and put in some protein-rich foods.” 
Comparing eight kinds of American 
breakfasts, scientists in the U.S. De- 
partment of Agriculture have obtained 
evidence that breakfast featuring pro 
tein-rich food, such as milk and eggs, 
can do more for the eater’s sense of 
well-being and stave off fatigue hours 
longer than can a morning meal with 
protein. Dr. Elsa Orent-Keiles 
Hallman, nutrition chem- 


less 
and Lois F 
Bureau of Human Nutri- 
Home 


ists in the 


tion and Economics, served 
meals for test periods to nine labora- 
tory workers. In the two-year study, 
breakfasts put to test ranged from a 
cup of black coffee to a hearty meal 
that included eggs and bacon 

Those in the experiment Consistent- 
ly reported a sense of well-being when 
breakfast contained the larger amounts 
of protein. Their feelings agreed with 
the record of their blood sugar level 
physiological indicator of the body's 
meals, used in 
The favorable feeling of 


well-being seemed to depend more 


response to different 


the study. 


on the amount and quality of protein 


breakfast than it did the 


calories from starch, sugar or fat. In- 


in a on 
fluence of a breakfast with plenty of 
protein lasted even into the afternoon, 
when the workers ate a light lunch of 
a sandwich and coffee. “It begins to 
appear that the nutritional effective- 
ness of foods depends to some extent 
upon the way they are distributed in 
the day’s meals.” 

It is an advantage to provide about 
a third of the day's protein allowance 
in breakfast, and to have some top- 
quality protein in this meal, such as 
milk, eggs and lean meats. 

The National Research Council's 
yardstick for good nutrition provides 
for protein on the scale of 60 grams 
daily for an average-sized woman, 70 
for a man. To give some idea of how 
breakfasts can include a third of the 
day's protein, or about 20 to 24 grams, 
here are amounts of protein in some 
familiar breakfast foods 

A cup of milk (14 pint), 8 grams; 
an egg, 6 grams; 2 slices of bacon, 
5 inches long, 4 grams; a slice of ham, 
2 by 4 inches, 4 inch thick, 8 grams; 
a slice of bread, 2 grams; %4 cup 
cooked or dry cereal with ¥2 cup milk, 
6 to 8 grams; 3 pancakes, 4 inches 
in diameter, 5 grams 





Nutritious Main Dishes 


give substance to meals 


OT Naeesy dishes that save and satisfy 
might well be the slogan of 


every hospital dietitian as she plans 


305 out of year 


well 


meals days every 


Main dishes that are attractive, 
served, appealing and good to eat are 
which satistac 


the foundation upon 


tion is built. It is a challenge to the 
person responsible for planning and 
preparing meals to keep food costs 
down and still provide food that the 
patient enjoys eating or that encour 
ages him to eat whether he wants to or 
not 

Meals are usually planned around a 
main dish which contains some of the 
For 


most essential food constituents. 


that reason, it is considered the most 
substantial part of the meal. Generally, 
the main dish contains the high quality 


milk, 


eggs, fish, meat and poultry 


cheese, 
The le 


gumes, such as dried beans and peas, 


protein foods, such as 


and peanuts and cereals, also are good 
protein foods, but they are of better 
quality when combined with the high 
quality protein, such as milk and milk 
products and eggs 

These protein foods give substance 
They stick to 
feeling of being well fed 


to the meal give that 


the ribs 


MORE EFFICIENT COMBINED 


Research has shown that the protein 
foods with all of their accompanying 
amino acids, of which there are eight 
essential ones, are more efficient when 
combined than when taken separately 
Experiments further indicate that the 
essential amino acids must be obtained 

1 food, for 


ready-made daily 
they cannot be synthesized by the body, 


from the 
nor can the body store them for future 
use. Also, for effective and efficient use 
of proteins for tissue growth and re 
all of the 


acids must be 


generation essential amino 


present in the circula 
tion simultaneously and in proper pro 
portions. An interval of only one or 
two hours between taking these essen 
they are 


tial amino acids may mean 


wasted for tissue synthesis. Thus, com 
binations of protein foods become es 


pecially important for the person who 
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is sick if he is to utilize his food pro- 
tein for tissue regeneration and thereby 
shorten his period of convalescence 

A main dish of a combination of 
high quality protein meets the needs 


in bal- 


anced amounts and in the proper pro- 


for the essential amino acids 


portion. At the same time, it is a good 
food and good to eat 

Such combinations would seem [to 
indicate the need for using maximum 
amounts of the costlier proteins. This 
is not the case. The less efficient, more 
economical protein mixtures may be 
supplemented by the more efficient, 
less economical ones. All protein foods 
are not equally efficient—notably the 
vegetable proteins. But when the veg- 
etable proteins are combined with pro- 
teins from animal sources, such as milk, 
cheese, eggs and meat, the amino acids 
of one type make up for the short- 
comings of the other. A combination 
of these foods into a main dish means 
the foods are taken together so they are 
more nutritious as well as more inter- 
esting to eat 

In addition to the proteins, with 
their accompanying amino acids, main 
abundance of 
vitamins A and 
B vitamins, such as thiamine, 


dishes can supply an 
other food constituents 
LD; the 
riboflavin and niacin, in particular, and 
certain of the essential minerals, such 
as calcium and phosphorus and iron 
Interestingly enough, a diet that is high 
in protein will promote the best use of 
the calcium that is present. Thus, a diet 
containing a liberal amount of protein 
{ With 


aid a diet 
high in calcium, and it can only be 


s calcium utilization. 
high with an adequate intake of milk, 
the body can make better use of the 
iron taken from such foods as egg yolk, 
liver, beef, legumes, vegetables, fruits 
like 


point to the need for a combination of 


and the These interrelationships 


foods such as is possible in main dishes 
that contain milk, eggs, cheese, fish, 
meat and the legumes. 

Main dishes that contain milk are 
notable for such nutritive constituents 
In addition to providing extra pro- 
teins, these are an excellent source of 
calcium and phosphorus in the right 
proportions to make the best use of 
vitamin D. That is true especially of 
milks which D added, 
usually 400 U.S.P. units per quart or 
reconstituted quart, as in the case of 


have vitamin 


evaporated milk. These dishes are also 
an excellent source of riboflavin and 
the pellagra-preventing niacin because 
of the content of tryptophane in milk. 


ONLY WATER IS REMOVED 


All whole milks are equally nutri- 
tious. The concentrated milks have had 
only water removed. Thus, they can be 
used to give more nutritive value in a 


milk, 


which has about half the natural water 


smaller volume Evaporated 
removed by evaporation, can be used 
as it pours from the can in many main 
dishes. Such 


makes it possible also to use the liquid 


a concentrated product 


left from cooking vegetables in sauces 
giving 
A bit of butter may be added for extra 


without too “soupy” a sauce. 
flavor, but for those who need to watch 
milk all of the 


creaminess” needed 


calories, the gives 

Cheese can be melted in heated and 
undiluted evaporated milk to make a 
to be used with 
cereals, vegetables and in baked dishes. 


smooth cheese sauce 
Such smooth cheese sauces are easy to 
make and they are economical of time 
and dollars. There are fewer dishes to 
wash and less time is needed in the 


making. A casserole dish with such 
a cheese sauce comes to the patient 
bubbling hot and tempting to the ap- 
petite. A green 


vegetable with a few crisp buttered 


cheese sauce over a 
bread crumbs is truly a one-dish meal, 
calling only for a dessert, a beverage 
and perhaps some of your favorite corn 
meal muffins 

As a binding agent, evaporated milk 
is invaluable for use in the diets of 
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@ Dieticians with the knack of pleasing patrons know 
what an important part salad dressings play in preparing 
enjoyable menus. Why not let your Heinz Man show you 
how to save time, labor, money —and serve better salads — 
with Heinz 57 Salad Dressing! 





@ You can’t miss in appetite appeal when you liven up your 
dishes with famous Heinz Pickles, Olives and Relishes. Heinz 
Sweet Pickles, Spiced Pickles, Dill Pickles, Fresh Cucumber 
Pickle, Olives, Sweet Relish are packed in either sealed No. 10 
or gallon containers to make them easier—more economical— 


Ss nse 
as VARIETIES 


fact 


for you to serve! 


Vato imusa ov 
rr 


tOnege” 
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patients who have an allergy to patient hot food, because’ they hold whether the meal is acceptable or not. 
Then, during those ne 1 egy their heat. Also, the casserole makes for Highly flavored dishes will need to be 
are less plentiful and therefore neater, more attractive meals. Thick combined with bland ones. Right tem- 
economical i ilk meet sauces may give foods too gummy an_ perature of the foods is important 
real need ish ppearance. The ones that are thinner — First of all, make foods that are suited 


balls, 1 the lik and are held in bounds by the sides of to the weather. Some foods are good 


far more interesting in winter; other are better in summer. 

have an | thness when and er tasting Then, no one needs to be reminded 
made witl eV ted milk That ) nain d that hot foods should be served piping 
eternal problem of leftovers can sfy < igg 1 in the following hort, and cold ones cold. There is noth- 
handled easily with casserole dis recipes. The accompaniments will de ing more uninteresting than a hot 
loaves and patties. Leftover vegetabl pend upon your imagination—and re- chicken pie topped with cold biscuit 
fish, meats, eggs and iltry c member that variety is the spice of life After your main dishes meet the 
idvantage to make a dish Contrasting colors add attractiveness to critical test of being good to eat and 

he origi the meal. Colors in the main dish add good to look at, be sure they are served 

eye appeal. Variety of texture is highly in the most attractive manner. Serve 

important. Serve crisp and crunchy those foods to your patients with a bit 

foods with the soft ones. This is why — of discrimination, a bit of imagination, 

celery hearts are so good with escal and with a lightness that entices the 


loped oysters poorest appetite into one that is wide 
Flavor combinations may determine awake 





BEAN LOAF BEAN SOUFFLE 
(50 servings) (50 servings) 





4 qt. dried navy beans 3 cups chopped onion 1] qt. dried navy beans 1 cups flour 
5 qt. water 1 cup melted bacon fat 2 qt. water Ya cup grated onion 
2 tbsp. salt 12 eggs 2 tbsp. salt 2 qt. evaporated milk 


1“ qt. bread crumbs 1% qt. evaporated milk 1’ cups fat 2 doz. eggs, separated 








. Ww n R f 
ae, ey eT Pere er Lae eee Ee Ee ere ey weak ash beans. Add water and salt. Boil for 2 minutes emove from 


heat and let beans soak for | hour. After beans have soaked, do not 
heat and let beans soak for | hour. After beans have soaked, do not . 
‘ change water. Cover the kettle and bring beans to a boil. Continue 
hange water. Cover kettle and bring beans to a boil. Continue boiling boiling slowly until beans are tender, about | hour Drain and save 
slowly until beans are tender, about | hour. Drain off liquid and save liquid for soup or gravy. Mash beans. Melt fat. Blend in flour and 


for soup or gravy. Mash beans. Add other ingredients and stir to blend onion. Add milk and continue cooking over boiling water until thick, 
well. Turn into well greased loaf pans and bake ir a moderate oven stirring constantly. Add beaten egg yolks and continue cooking 2 minutes, 
375 F.) about | hour. Serve with tomato sauce stirring constantly. Add bean pulp (there should be about 2 quarts) 
Cool slightly and fold in the stiffly beaten egg whites. Pour into greased 
shallow baking pan (11 x 15 x 2 inches). Bake in a slow oven (300° F.) 





until puffy and brown, about | hour 


TOMATO SAUCE 
{| quart) 











CHEESE SAUCE 


%4 cup evaporated milk (43 two and one-third tablespoon servings) 


2 tbsp ) 24 cup wate 


tbsp 





4 tsp. sal 2% cups tomato puree 2 Ib. American cheese 


Pepper 1 qt evaporated milk 








. Cut cheese into small pieces or shred and melt in the milk over boiling water 
Melt butter Sle t ind pepper Add water and cook until tale a _ 9 





mixture beg ' > id and cook until thickened When 


ready to serve 





MACARONI AND CHEESE 
(50 servings) 





CURRIED RICE AND KIDNEY BEANS WITH 
CHEESE SAUCE 


{43 one-half cup servings) 


Ib. macaroni 4 |b. processed cheese 
2 gal. boiling water 1 qt. stuffed oilves, sliced 


3 tbsp. salt 1 qt. bread crumbs, buttered 





8 tall cans evaporated milk 


| cup finely mince 2'f qt »oked red kid 





up butter 4 No. 2 car ned Drop macaroni into rapidly boiling water to which salt has been added 
3 tbsp. curry powde ; or ee — Cook until tender. Drain and rinse. Scald milk over boiling water. Add 
cheese. Continue cooking until cheese is just melted. Stir to blend well 





Add olives Alternate layers of macaroni and cheese sauce in well 
LOGE GMGR HOW greased baking pan. Top with buttered bread crumbs. Bake in moderate 
and rice and hec sven (350 F.) about 30 minutes 
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YEAR-’ROUND! 


(with less labor...more efficiency) 


No matter what the season, 

the refreshing, golden-goodness 
of Florida orange juice can 

now become a sparkling part 

of the hospital dietary, every day 
of the year! Florida Frozen 
Concentrated Orange Juice 
(processed from choice 

fresh Florida oranges) preserves 
all the flavor of fresh juice 

at its best—and comes to the 
hospital with the same remarkable 
content of vitamin C and other 


* so vital to sound 


nutrients, 
bodily development and optimal 
well-being.':?:* It is easily 
stored and quickly prepared.** 
Other Florida citrus fruits 

and juices—both fresh and canned 
—also contribute importantly 
towards the maintenance of 

the highest standards in nutritional 
excellence, patient acceptability 
and variety in menu planning for 


virtually all hospital departments. 


FLORIDA CITRUS 
COMMISSION 
LAKELAND, FLORIDA 


: from MATURES *Among the richest known sources of 
vitamin C are the citrus fruits. They 
(RE CHEST... 

TREAGU also contain vitamins A, B, and P, and 
readily assimilable natural fruit sugars, 
together with other factors such as 
iron, calcium, citrates and citric acid 

**Adding three parts of water to a 6-o0z 
) can of Frozen Concentrated Orange 
of health A Juice makes a pint and a half of single 
j strength orange juice 
ri 


FLORIDA 


References: 

1. Gordon, E. 8.: Nutritional and Vitamin Therapy 
in General Practice, Year Book Pub., 3rd ed, 1947 
Rose, M. S.: Rose's Founda ation ¢ of Nutrition, rev 
by MacLeod and Taylor, Macmillan, 4th ed, 1944 


3. Sherman, H. C.: Chemistry of Food and 
Nutrition, Macmillan, 7th ed., 1946 
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RICE AND CHEESE LOAF 
(50 servings) 


FISH SOUFFLE 
(35 servings) 





1 medium onion, grated 
1 doz. eggs 
9 qt. cooked salted rice (about, 


3 Ib. American cheese, grated 
2% qt. evaporated milk 
1% tbsp. salt 


1% cups finely cut parsley 3 qt. raw) 





Add salt, 
Mix with 


Melt cheese in the milk over boiling water. Cook slightly. 
parsley and onion. Beat eggs and combine with cheese sauce. 
rice and pour into greased loaf pans. Bake in moderate oven (350° F.) 
for 1 hour. 


Note: For flavor, add 3 cloves garlic to water in which rice is cooked 





CHICKEN RICE CUSTARD 
(36 servings) 





Dash salt 


Dash cayenne 


3 qt. cooked salted rice (about 
1 qt. raw) 

6 eggs 

1 qt. evaporated milk 


1 pt. chicken broth 


1% qt. diced cooked chicken 
2 cups finely cut pimiento 





Place layers of rice, chicken and pimiento in greased baking pan. 


Top may be decorated with 
Add milk 


Cover and bake in a moderate 


Sprinkle each layer with salt and cayenne. 
strips of pimiento or thin rounds of green pepper. Beat eggs 
and broth. Pour over rice and chicken 


oven (350° F.) until set, about 30 minutes. 





CHEESE FONDUE 
(50 servings) 





2 qt. soft bread crumbs 5% cups evaporated milk 


2 tsp. salt 5% cups boiling water 
1 tsp. dry mustard (optional) Ya cup melted butter 
1 tsp. paprika (optional) 2'4 |b. finely cut American cheese 


2 doz. eggs 





Combine bread crumbs, salt, mustard, paprika, milk, woter and butter 


with cheese. Cool slightly, then add well beaten egg yolks. Beat egg 
whites until stiff, but not dry, and fold into first mixture. Pour into greased 


baking pan and bake in a moderate oven (350 F.) until set, about | hour 





SAVORY COTTAGE CHEESE SALAD 
(50 servings) 





6 tbsp. unflavored gelatin 3 qt. cottage cheese 


3 cups cold water 14 qt. evaporated milk 
6 tbsp. sugar Yq cup chopped pimiento 


Yq cup lemon juice V4 cup chopped green pepper 
2 tbsp. salt 


6 tbsp 


“4 cup chopped parsley 
vinegar 3 cups diced celery 


M4 cup minced onion 





Soften gelatin in cold water. Dissolve over a bowl of hot water, or in 
Blend cheese 
Fold in 


with cheese mixture 


double boiler. Add sugar, lemon juice, salt and vinegar 
Chill until it begins to set 


and fill 


with milk and add to gelatin mixture 


vegetables. Rinse pan with cold water 


Chill until set. 


3 cups dry bread crumbs 
Ya cup minced parsley 


1 cup butter 

3 cups flour 

1% tbsp. salt 

1 qt. boiling water 


Ve cup onion juice 
3 qt. flaked cooked fish 


1 qt. evaporated milk 2 doz. eggs 





Melt butter. Add flour and salt. Stir to blend well. Add water and 
cook until sauce begins to thicken, stirring constantly. Add milk. Set over 
boiling water and continue cooking until thick. Add bread crumbs, parsley, 
Fold in stiffly beaten egg 
Bake 


onion juice and fish. Add beaten egg yolks. 


whites. Pour into greased baking pan. Set in pan of hot water. 


in a slow oven (325° F.) until set, about 1% hours. 





SALMON LOAF WITH GRITS 


(2 loaves, 14 to 16 servings) 





1 cup grits 2 tall cans evaporated milk (3% cups) 


1 pt. boiling water 1 Ib. canned salmon 


1 tsp. salt 4 eggs 





Sift grits into boiling water to which salt has been added. Boil until thick 
about 5 minutes, stirring occasionally. Add milk and set over boiling 
water. Cover and cook 25 minutes longer, stirring occasionally. Remove 
from heat. Add salmon. Cool slightly, beat in the eggs and turn into a well 
greased loaf pan. Bake in a moderate oven (350° F.) until set, about 30 


minutes. 





CURRIED SHRIMP WITH RICE 


(50 two-third cup servings) 





1 cup butter 2 qt. boiling water 

2 qt. evaporated milk 

4 qt. canned or freshly cooked shrimp 
4 qt. cooked salted rice (3 Ib. raw) 


1 qt. cooked peas 


1 cup finely chopped onion 
1 cup flour 

Yo cup curry powder 

2% tbsp. salt 


1/16 tsp. cayenne 8 pimientos, diced 





Melt butter. Add onion and cook slowly without browning for 5 minutes. 
Blend flour, curry powder, salt and cayenne, and stir into butter and 
onion. Add the boiling water slowly, stirring until smooth. Add milk and 
shrimp and cook over boiling water until sauce is thickened. Toss rice, 
peas and pimientos lightly together. Press into custard cup or scoop to 
shape. Turn onto hot serving plates and pour curried shrimp around rice 


molds. Serve with chutney or freshly grated coconut, or both. 





ESCALLOPED OYSTERS 
(48 servings, 234 by 2!/, by I'/, inches) 





2 cups melted butter Ya tsp. cayenne 


3 qt. coarse cracker crumbs 1 tsp. marjoram (optional) 
4 qt. oysters and liquor 2 tsp. thyme (optional) 
3 tsp. salt 2 qt. evaporated milk 


‘2 tsp. pepper Paprika 





Spread about one-third of crumbs in 
Season with 


Mix butter with cracker crumbs 
greased shallow baking pan. Cover with half the oysters. 
salt, pepper, cayenne and marjoram and thyme, if desired. Repeat with 
another layer of crumbs and oysters. Add 
milk Bake in moderately hot oven (400° F.) 


for 40 minutes. 


Top with remaining crumbs. 


Sprinkle paprika on top 
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All toast served to patients (with the exception of that used with In the hospital cafeteria, 600 meals per day are served to 
creamed foods) is prepared with “Toastmaster” Toasters in diet employees, doctors, and visitors. This 8-slice “Toastmaster” 
kitchens such as this on the fourth floor of Illinois Masonic Hospital. Toaster meets all the toast requirements—and particularly 
Thus, toast is always served hot, fresh, and delicious. the breakfast rush—with ease. 


Hospital toast can be served 


hot, fresh, and delicious... 
here’s how Illinois Masonic does it! 


TOAST THAT IS ALWAYS hor and fresh means a lot to pa- 
tients, especially since toast is served so frequently in 
many diets. Yet usually toast cools, grows soggy between 
the time that it’s made and finally served. 


NOT SO AT THE Illinois Masonic Hospital. This 225-bed, 
six-story Chicago institution has a “Toastmaster” Toaster 
at work on every floor. Toast for each floor is made in 
the diet kitchen—on that floor. So toast always reaches 
patients hot, fresh, and delicious. The “Toastmaster” 
Toaster in the main kitchen is used exclusively for toast 
served under creamed foods. 


TRY PUTTING A ‘““Toastmaster’’* Toaster on diet-kitchen 
duty. You'll be happy with its completely automatic op- 
eration, the time and steps it saves in snack-making, the 
sturdiness of its construction, the ease with which it can 
be kept clean. And how your patients will appreciate the 
4-SLICE MODEL + $99.50 perfect toast—the hot, fresh, delicious toast you serve. 


(Fed. Excise Tax incl.) Call your food-service equipment dealer, today. 


Two, four, eight, and sixteen-slice 


models range in price from $52.00 
to $410.00. (Fed. Excise Tax incl.) TOASTM A $ i - it 
AUTOMATIC T S 
rorur. LOASTER 
<TMASTER” is a registered trademark of McGraw Electric Company 
” t VM aff Baker 
Pro 
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Menus for August 1950 


Clarisse Anderson Dean 


University Hospitals 
Columbia, Mo. 





1 


Grapefruit Juice 
Scrambled Eggs, Toast 
. 


Broiled Ham With 
Sliced Pineapple 
Mashed Sweet Potatoes 
Coleslaw-Tomato Wedge: 
Delicia Cake 


Swedish Meat Ba 

Mushroom Sauce 

Corn-on-the-Cob 
Apricot 


7 


Tomato Juice 
Poached Egg on Toa 


Baked Pork Chops 

Baked Sweet Potatoes 

Creamed Cauliflower 
Apple Crisp 


Roast Beef Sandwich 
Buttered Rice 
Sliced Tomato Salad 
Fruit Punch 
Date Bars 


13 


Sliced Banana 

Assorted Sweet R 
. 

Roast Pork Le 
Buttered New Cor 
Pp miento Cc auliflower 

Vienna Rol 

Apple-Orange-Grape Salad 
Chocolate Sundae 


Cold Cut 
Potato Salad 
Celery and Ripe Olive 
Sponge Cake 


19 


Cantaloupe 
Poached Egg on Toast 
. 

with Browr 

Gravy 
ashed Potatoe 
mat oe 


Stewed Fresh T 


Dressing 
Dew Melor 


Spi » Sa 
V aR 


Raspberry 


Ready 





Orange Juice Cantaloupe 
Bacon, Toast Soft Boiled Egg, Toast 
e . 
Broiled Steak 
Stuffed Baked Potatc 
Tossed Vegetable Salad 


Roast Pork Loin 
Glacéed Carrot 
Buttered Broccoli 
Wilted Lettuce 


Cherry Upside-Down Cak 
ae : Fresh Apple Pie 


° . 
Creamed Chipped Beef 
Mashed Potatoes 
Sliced Tomato Salad 
Hot Biscuit 
Chocolate Biancmange 
Whipped Cream 


Tongue and Cheese 
Sandwiche 
Buttered Wax Beans 
Celery and Pickle Stick 
Sliced Fresh Peache 
Icebox Cookie 


Blended Fruit Juice Grapefruit Segment 
Eggs to Order, Toast Omelet, Toast 
bd . 
Broiled Liver, Mushroom Baked Canadian Bacor 
Sauce Corn-on-the-Cob 
Rissolé Potatoes Broiled Tomatoes 
Buttered Summer Squash Yankee Coleslaw 
Wilted Lettuce Hot Rolls 
Honey Dew Melon Applesauce 
. 
Bacon Curls 5 
Carrot Cutlets 
Current Jelly Potato Puff 
Stuffed Celery Buttered Spinach 
Plain Muffir Fresh Fruit Salad 


Stewed Fresh Peache Icebox Cookie 


= 15 


Apricot Nectar 
Soft Cooked Egg, Toast 
° 
Braised Short Rit 
Beef hicken a la K 
ynia Potatoe Anna Potatoe 
Minted Carrot Buttered Asparagqu 
Lettuce With Caper T 
Dre 


Orange F 


Bacon and 
Sandwich Rai 
Potato Chip Baked 
Harvard Beets 


Fresh Peach Cobbler 


21 


Applesauce Grapefruit Segme 
Coffee Cake, Bacor Crea 

Cutlets With Pa 
Gravy 
Potato Cubes 
Chive Butter 
Buttered Greer 
Apricot Salad 
Whole Wheat Rc 
Ice Cream Bars 

. 


ina Salad 


ned Beef or 


With 1st Spare Ribs, Sp 


Sauce 


Buttered Broc 
Wilted Lettuce 
Vanilla Pudding 


. 
Finger Sandw 
Potato Chi 
et and 


Bavaria 


27 


Pineapple Jt 
Coffee Cake 
. 

Fruit Cc ip 
cken Witt 


Gravy 


Parsley Buttered Pota 
Relist 


Wr 


Meat Loaf, Spanish Sauce 


Acorn Squast 


Bea Oven-Browned Potat 


Baked Stuffed Pepper 
Mashed Potato Pattie 
Egg Salad 


Grapefruit Segments Stewed Prunes 
Eggs to Order, Toast Bacon, Toast 
. . 
Roast Beef With Gravy 
French Fried Potatoes Mashed Potatoes 
Buttered Asparagus Buttered Spinach 
Vienna Rolls, Jam Tomato and Cucumber 
Orange Ice Salad 
Sponge Cake Pineapple Tapioca 
. 


Saimon Salad 


. 
Omelet, Spanish Sauce Hamburger on Bu 
Buttered Green Beans Potato Chips 
Banana Nut Salad Tossed Green Salad 
Icebox Dessert Watermelor 


10 11 


Pineapple Juice Tomato Juice 
Sausage Links, Toast Eggs to Order, Toast 


. 
: Fried White Fish, Tartare 
Chicken Salad Sauce 
Waffle Potatoes Escalloped Potatoes 
Creamed Wax Bean Buttered New Beets 
Parker House Rolls Dill Colesiaw 
Melon Cup Lemon Pie 
. 
Shrimp and Eqg Salad 
Rice With Tomatoes 
Buttered Green Peas 
Orange Ice 
Sugar Cookies 


Cube Steak 
Creole Noodles 

Chef's Salad 
Burnt Sugar Cake 


16 17 


Sliced Orange Stewed Prune 
crambled Eggs, Toa Sausage Cakes, Toast 
i . 

Baked Ham 
Buttered Green Lin Minute Steak 
r Riced Browned Potatoe 
r C >s Coleslaw With Tomato 
Pineapple Salad Hot B scuits 
Ice Crear Bing Cherrie 
. . 
Hamburger Ball reamed Sweet Bread 
Mushroom Sauce usk 
Corn-on-the-Cob Potato Chir 
Mixed Green Salad Fresh Fruit Sala 
Icebox Dessert ate Laver Cake 


23 


Honey Dew 
French Toast 
. 


Mel 


Baked Pork 
Dressing 
Buttered Gr 


Stewed Chicken With 
mpling 
Chef's Salad Red and 


Boston Crear Slaw 
Apple Tapioca Witt 


Whipped Crear 
. 
Salisbury Steak 
Creamed Fresh ( 
Broiled 
Bran Muffin 
Pineapple Cub 


Breaded Liver 
Hashed Browned Potatoes 
Creamed New Onior 
Sliced Tomato Salad 
Melon Cup 


28 29 


Tomato Juice Kadota Fig 
rambled Eags, Toast Eggs to Order 
. 
Ham Loaf 
Stuffed Baked Potat 
Stewed Tomato With Okra 
Carrot Salad 
a nq Island Witt 
Orange Slice 
. 
ed Lamb 
Succotast 
Waldorf Sa 


Chocolate Sunc 


6 


Orange Half 
Assorted Sweet Rolls 


. 
Fried Chicken With 
Cream Gravy 
Parsley Buttered Potato 
Buttered Green Peas 
Pimiento Coleslaw 
Fresh Sliced Peaches 
on Angel Food 
. 


Cold Cuts 
Butterea Kidney Beans 
Fresh Fruit Salad 
Chocolate Ice Cream 


12 


Cantaloupe 
Bacon, Toast 


Broiled Lamb Chops 
Parsley Buttered Potato 
Fresh Spinach Salad 
Bread Pudding, Fruit 
Sauce 


Mock Drum Sticks With 
Thin Gravy 
Mashed Potatoes 
Stuffed Tomato Salad 
Sliced Fresh Peaches 


18 


Stewed Prunes 
Bran Muffins, Jam 
. 

Baked Halibut With 
Lemon Slices 
Creamed Potatoe 
and New Peas 
Fresh Pear Salad 
Butterscotch Pudding 
. 


Salmon Croquettes 
Cheese Sauce 
Buttered Rice 

Asparagus Salad 
Limeade 
Ginger Cookie 


24 


Orange Juice 
Soft Cooked Egg, Toast 
. 


Pot Roast Beef With 
Vegetable Gravy 
Oven-Browned Potatoes 
Buttered Green Beans 
Lettuce With French 
Dressing 
Watermelon 
. 


Grilled Cheese and Han 

Sandwich 

Escalloped Cauliflower 
Relishes 

Fresh Peach Pie 


30 


Honey Dew Melon 
Bacon, Toast 
. 

Boiled Corned Beef 
Baked Bananas 
Kidney Bean Salad 
Raspberry Shortcake With 

Whipped Cream 
. 

Chop Suey 
Chinese Noodles 
Pineapple and Apricot 

Salad 
Bread Sticks 
Date Bars 
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9*2*3«G«5*«6 x 
Front Fired Burners 


Give Unequaled Top 
Heat Flexibility! ONLY 


GARLAND 


jeadet Has This Feature 





i a 





GREATEST FEATURE ON ANY HEAVY DUTY GAS faster, how much better the chef can prepare 
RANGE! Seven front fired burners that distrib- meals when he has the right degree of heat when 
ute controlled heat to every part of the cooking top! he wants it, where he wants it 
Seven front fired burners that permit an infinite And remember: this is only one of 
number of heat variations all over the hot top the many big features that make f “I ' “ 
Yes, Garland—and only Garland-has this Garland the leader in sales, the leader ({ pret 
great feature! Garland is the most flexible, the in value! So before you buy, see your A 
most practical of all Heavy Duty gas ranges! Garland dealer! Compare! Your choice os 
Think of the time saved think how much will be Garland! 
ALL Garland units are available in Stainless Steel and equipped for use with manufactured, natural or L-P gases. 


veewo 15:70 OAS 


G A R L A N D “ COMMERCIAL COOKING 


Heavy Duty Ranges « Restaurant Ranges « Dinette Ranges «+ Broilers « Deep Fat Fryers 
Toasters « Roasting Ovens « Griddles « Counter Griddles 


PRODUCTS OF DETROIT-MICHIGAN STOVE CO., DETROIT 31, MICHIGAN 


*REG. U. S. PAT. OFF. 
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Maintenance and Operation 


AST 
eight recognized types of fire ex- 


month I discussed four of 
tinguishers. In this article I shall dis- 
cuss the other four types. The third 


and concluding installment in this 


series will appear in the August issue 


CARBON-DIOXIDE TYPE 

Carbon dioxide (CO) is the name 
of a compound that exists as a gas 
at ordinary atmospheric temperatures 
and pressures. In addition to being 
approximately one and one-half times 
dioxide is 
and will not 
It can be stored 
in containers, as either a liquid or a 


heavier than air, carbon 
rather 


support combustion 


chemically inert 


gas, and quickly discharged therefrom, 
through suitable nozzles, by means of 
its Own storage pressure as the ex- 
pelling force. 

The fire extinguishing action of car 
bon dioxide is due principally to its 
and 
dilution of oxygen. In the process of 
discharging the gas from _ its 
tainer, a portion may freeze to carbon- 
dioxide 


smothering action, i.e. exclusion 


con- 
snow at a temperature of 

110°F. Some cooling effect may re 
sult, but this is minor, compared to 


effect, 
dioxide is used in small quantities 


its smothering when carbon 


Carbon-dioxide extinguishers make 


use of these gas 


The hand portable sizes consist basi 


properties of the 


cally of a metal storage cylinder, a 
valve release mechanism, and a means 
of effectively applying carbon dioxide 
on the fire. Since the gas 


fully 
high 


pressure 
cylinder is 
850 


sounds per square inch at 70° F 
I | 


within the charged 


relatively (approximately 


these vessels are designed for a service 
pressure of 1800 pounds per square 


inch or more under Interstate Com 


merce Commission regulations and are 


so marked. All cylinders must with 


stand a hydrostatic test pressure of 


} 


9/3 the service pressure when new 


and must be retested at least every five 
years. 


Safety disks are 


valve head that are designed to rupture 


122 


provided in the 


Fire Extinguishers...... 


their selection, maintenance and use 


Part Il 


WILLIS G. LABES 


Assistant Professor 
Fire Protection Engineering 
Illinois Institute of Technology 


at pressures lower than the test pres- 
sures for protection in case the cylin- 
ders are involved in a fire. A tube 
extends from the valve to the bottom 
of the cylinder so that only liquid car- 
bon dioxide reaches the discharge horn 
until about 80 per cent of the contents 
has been discharged (at normal tem- 
perature), after which gaseous carbon 
dioxide is discharged. 

To operate this type of extinguisher, 
hold in an upright position, pull the 
safety pin and open the discharge valve 
while properly directing the horn 

The size of these extinguishers is 
stated in pounds of carbon-dioxide 
charge within the bottle. The hand 
portable sizes are available in capacities 
of 2 pounds, 214 pounds, 35g pounds, 
4 pounds, 5 pounds, 714 pounds, 10 
pounds, 15 pounds, 20 pounds, and 
25 pounds 


SUITABLE FOR LIQUID FIRES 

These extinguishers are classified as 
suitable for flammable 
(class B). Since the “snow” and gas 
are nonconductors of electricity, if the 


liquid fires 


discharge horn is nonmetallic these 
extinguishers are approved for use on 
fires involving electrical equipment 
(class C). They are not effective on 
deep seated class A fires but may be of 
value for surface fires in small quanti- 
ties of such materials where the smoth- 
ering effect of the gas may be utilized 
Complete extinguishment in such cases 
will likely require the use of water 
These extinguishers are assigned a 
classification or rating, depending upon 
size 

Maintenance consists chiefly of keep 
ing the extinguisher fully charged at 
all times and of ensuring that it has 
not been tampered with or subjected 
injury. This 
accomplished by periodic 


can be 
inspection, 


to mechanical 


by recharging it promptly after use 
(even though the entire contents may 
not have been discharged), and by a 
detailed examination at least once a 
year, preferably semiannually. 

Since recharging involves handling 
gas under high pressure, special equip- 
ment is to do this work. 
Most often, these extinguishers are sent 
away to be recharged, either by the 
manufacturer or by a concern equipped 
and with experience to handle this 
work properly. However, when a sufh- 
cient number of carbon-dioxide extin- 
guishers are involved at any one loca- 
tion, it may be economically practical 
to purchase recharging equipment. If 
this plan is followed, only carefully 


necessary 


trained personnel should be assigned 
to this work. Cylinders are required to 
be hydrostatically tested at least every 
five years. If the extinguishers must 
be sent out for recharging, additional 
fully charged extinguishers should re- 
place them 

The quantity 
charge existing within the extinguisher 


of carbon-dioxide 


at any time can most readily be deter- 
mined by weighing, preferably on a 
scale of the beam type graduated to 
read directly in ounces. If the net 
weight of the carbon dioxide is less 
than 90 per cent of that marked on the 
extinguisher, it should be recharged 

Carbon-dioxide extinguishers also 
are available in wheeled units of 50, 75 
and 100 pounds’ capacity, equipped 
with a valved discharge horn connected 
to 15, 25 and 40 feet of hose, respec- 
tively this that are 
equipped with metal discharge horns 
are not approved for use on electrical 
fires because of the shock hazard. Main- 
tenance of these large sizes is similar 
of the small, hand portable 


Units of size 


to that 


types 


FOAM TYPE 

The fire extinguishing agent ex- 
pelled by this type of unit is a foam 
consisting of carbon-dioxide gas en- 
a tough film, forming a 
blanket of bubbles that 


closed in 
closely knit 
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SAVE TIME AND LABOR 


IN YOUR LAUNDRY WITH... 


’ 
TROY Ss NEW In addition to folding or by-passing 


120” width linens, the Troy Flexi: 

é matic will fold or by-pass 30”, 60’ 
and 90” widths in almost any com: 
bination. Available in single-lane 
and two-lane models. 


FOLDER 


GREATER FLEXIBILITY — Automatically measures and 
folds linens ranging in size from 20” to 120” wide and 
24” to 108” long. Linens are folded twice lengthwise 
with edges buried. Usable with any flatwork ironer. 


DN ON 


SAVES TIME AND LABOR — Eliminates the labor of 
two girl “catchers” normally used in hand folding. 
Folds as fast as the girls can feed and the ironer can dry. 


MINIMUM FLOOR SPACE — Troy Fleximatic Folder 
requires only 88” x 159” floor space — less than any 
other folder on the market. 


STAINLESS STEEL CONSTRUCTION — Apron, re- 
ceiving table and drop-through table are of stainless 
steel construction. These features, as well as static 
eliminator and permanently-lubricated ball bearings, are 
standard on Troy Fleximatic Folders. 


WRITE FOR COMPLETE INFORMATION AND PRICES 
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vay LAUNDRY MACHINERY 
: - Division 


of American Machine and Metals, Inc., East Moline, Illinois } 
* American Mochine and Metals (Cenada) Ltd., 1144 Weston Road, Toronto 9, Ontario 
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will float on the surface of most burn 
ing flammable liquids. The effect is to 
smother the fire by excluding oxygen 
The blanket of foam persists for some 
time and prevents re-ignition of the 
Of first im 
portance to remember is that the blan 


fire from outside sources 


ket of foam must be complete to effect 
extinguishment. If a small patch of 
liquid surface is left uncovered and 
burning, the foam blanket will be pro- 
gressively destroyed by the heat of the 
flame—until all of the liquid surface 
rather 


stiff and again it may be watery, de 


is again afire. Foam may be 


pending upon the mix. A foam that 
will flow and spread fairly quickly over 
the burning liquid surface is desirable 

The foam is the product of a chem 
ical reaction between sodium bicar 
bonate and aluminum sulfate. It con 
sists of an inner container filled to the 
proper level with a water solution of 
aluminum sulfate, an outer shell filled 
to the proper level with a water solu 
tion of sodium bicarbonate, and a dis 
charge hose and nozzle. The sodium 


bicarbonate solution also contains a 


toam stabilizing agent to toughen th 
film forming the bubbles 


HOW IT WORKS 


A cap with rubber gasket screws 


on to a threaded collar at the top of 


the shell. A lead stopple fits loosely 


in the top of the inner container 


When the extingu her is inverted, the 
stoppie will drop, permitting the two 


solutions to mix and generate foam 


The gas pressure within the extin 


The 


erted dur 


guisher serves to expel the foam 
extinguisher must revdain int 
ing Operation 

hand 


Foam extinguishers, of the 


portable size, are available in 114, 1! 


1 


and 5 gallons’ capacity. The com 


monest siz¢ gallons’ capacity, will 
20 gallons of foam 


hori 


generate from 18 to 
ind will discharge 


it through 1 


zontal range of 30 to 40 feet over a 


period of 60 seconds, if properly 
M ite rials tor cl 


be purchased directly fr the man 


charged urging should 


ufacturer of the extinguisher 
Underwriters’ Laboratories, Inc. has 


assigned an A-1 classification, as well 


is B-] 


lon size 


classification, for tl gal 
since it must be of ex 
tinguishing a standardize 

The 


electricity 


foam stream 1s 


theretore, thi 

ipproved for use on class 
These extinguishers are rela 

effective on fires involving 


as alcohols, acetone and 
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Fig. |. Wheeled Foam Type. 
Maximum effective range of this 
type varies from 38 to 50 feet. 


ners, such as butyl and amyl acetates, 


which break down the foam. Carbon 


disulfide and ethyl ether have low 


boiling points; when foam is applied 
to a fire in these liquids the vapors 


penetrate the foam 


may continue to 
blanket 


disulfide and 


above it. Carbon 


break 


and burn 


ether also down 
foam considerably 

Maintenance of foam extinguishers 
is similar to requirements for soda and 
acid extinguishers.” Periodic inspections 
ind annual discharge and recharge are 
Under certain conditions the 


solutions in foam extinguishers deteri 


required 
orate rapidly and it is important that 
they be freshly charged once each year 
When tem 


peratures lower than 40° F 


located where continued 
may be 
encountered, extinguishers of this type 
suitable heated 


must be placed in 


cabinets. Freezing of the solutions will 
seriously weaken or burst the shell 
After the 


operated, the inner container and stop 


extinguishers have been 


ple should be removed and carefully 
cleaned; the interior of the extin 
guisher should be thoroughly washed 
out The lischarge outlet screen 
should be carefully examined to make 

ill the The 


blown out or removed and 


holes are free hose 


in through to 
The shell 
ire filled with the 


clear any ob 


and inner con 


proper solu 
he level indicated 


chemical should be put 


Each 
lution by mixing it with water in a 
| 


ean vessel and then straine: 
container to pre 
ticles from enter 
] | 


hose and nozzle 


or screens at outlet elbow. Then the 
inner container is placed in position 
and the stopple is seated. Before screw- 
ing the cap into place, check the rub- 
ber gasket; if in poor or doubtful con- 
dition, replace it 

The shells of these extinguishers are 
required to withstand a_ hydrostatic 
test of 350 pounds per square inch 
pressure for one minute without leak 
age or permanent distortion. This re 
quirement is to prevent failure of the 
generated 


shell by internal 


during operation. Therefore, both peri 


pre ssure 


odic inspection and thorough examina 
tion at time of recharging should in 
clude careful attention to weakness 
caused by mechanical injury, by freez 
doubtful extin 


returned to 


ing or corrosion A 


guisher should not be 
service 

Foam extinguishers also are available 
in wheeled units of 10, 17 and 33 gal 


lons’ capacity. Figure 1 is typical of 


these sizes. The 10 gallon unit dis- 


charges through 9 feet of 4 inch 


hose; the 17 and 33 gallon units dis 
charge through 25 and 5O feet, respec 
tively, of 114 inch hose; all units have 
nozzles. Maximum 


gs inch § shut-oft 


effective range varies from 38 to 50 


feet. Time of operation may be from 


215 to 314 minutes. Some designs 
differ in operation from the small units 
in that a manually operated stopple 
must be opened to allow the solutions 
to mix when the container 1s tipped 


Maintenance of these large units ts 


similar to that of the smaller extin 


guishers 


VAPORIZING LIQUID TYPE 


The extinguishing medium used in 
this type of unit is a special, highly 
volatile, electrically nonconductive li- 
quid having carbon tetrachloride as its 
base. The carbon tetrachloride used is 
‘fire extin- 


commercially known as 


guisher grade,” from which corrosion 


producing impurities have been re- 
moved and to which have been added 
important components for depressing 
the freezing point to 50° F. below 
zero 

The extinguishing effect of this li 
quid is due primarily to the smothering 
action of the heavy blanket of vapor 
developed by the heat of the fire. One 
quart of liquid produces about 10 
cubic feet of vapor. The liquid has 
little cooling effect because of its rela 
tively low capacity for heat absorption 
upon vaporization 

Extinguishers of the vaporizing li 


quid type are available in three prin- 
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NATCO 
STRUCTURAL CLAY TILE 











Natco Glazed Structural Facing Tile used in the Mayo Hospital, Rochester, 
Minnesota. O'Meara and Hills, Architects; McGough Brothers, Contractors. 


for Permanent Exterior 
and Interior Beauty 
—lIdeal for Every Building Purpose 


Natco Structural Clay Tile has been used for exterior and interior walls 
and structural elements in thousands of public buildings, hospitals, 
schools, colleges and all types of institutions all over the country. 

In every case Natco Structural Clay Tile has provided the combined 
advantages of beauty, strength and durability with the added desirable 
features of low cost erection and practically no maintenance. 

Natco Structural Clay Tile is permanent in form and structure... 
unaffected by heat, cold, dampness and chemicals. It provides unusual 
strength, insulating qualities and fire-safety. Natco Structural Facing 
Tile is especially popular for interior walls because it resists hard 
wear and requires no attention except occasional soap and water 
washing—retaining its original brightness and attractiveness fer the 
life of the building. First cost is last cost...as near a perfect building 
material as you can use today. 


Each tile is marked “NATCO”—your assurance of top quality. 


Catalog SA-50 gives you detailed 
information. Write for a copy today. 


NATIONAL FIREPROOFING CORPORATION 


327 FIFTH AVENUE, PITTSBURGH 22, PA. 


BRANCHES: New York * Chicago * Philadelphia Detroit * Boston 
Syracuse * North Birmingham, Alabama + Toronto, Canada 
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Salt Glazed Brick 
2%" « 8" Nom. Foce Size 


Ceramic, salt and clear 
Glazed Vitritile 5Ys" x 12 
Nom. Face Size 


ys 


- 


Buff Unglazed Mongonese 
Spot Salt Glazed, Red 
Textured Dri-Speedwall Tile, 
5%" 12” Nom, Face Size 


Red Shale Dri-Speedwall Tile 
8” x 12” Nom. Face Size 


Split-Tex Roman 

Face Brick Red Mingled 
and Buff Mingled Shades 
2" x 12" Nom. Face Size 


Non-Loadbeoring Tile scored and 
unscored 12° x 12” face size 
in standard wall thicknesses 


Speed-A-Bocker Tile for 
backing Brick Faced Walls 
12" long Varying Heights 


RadionTile 
For worm oir Radiant Panel 
heating systems 





cipal designs: the pump type, the 
stored air pressure type, and the stored 
carbon-dioxide pressure type. The first 
design mentioned utilizes a hand oper- 
ated pump to expel the liquid. The 
pump discharges liquid on both strokes 
of the piston rod. These extinguishers 
are available in 1, 144, 1% 
quart capacities, as well as in 1 and 2 
Effective 
approximately 20 to 30 feet 


and 2 


gallon capacities range is 


BEST FOR ELECTRICAL FIRES 

The stored air pressure type has a 
built-in, hand operated air pump by 
means of which air, under 100 pounds’ 
per square inch pressure, is compressed 
in a separate chamber within the unit 
and maintained until the extinguisher 
is used. Air pressure is indicated on a 
This de- 


3 and 314 


gauge attached to the unit 
sign is available in 1, 2, 
gallon capacities. A_ half-gallon size 
in this general design has a valve con- 
nection through which air pressure can 
be built up by means of a tire pump 
or other air supply; the hand operated 
air pump built in to the unit is thereby 
eliminated. Effective range is approxi- 


mately 20 to 30 feet 


The 
type is available in two sizes, 1 and 


(See figure 2.) 


stored carbon-dioxide pressure 


2) quart capacities, in which the gas 


is stored in the extinguisher shell 
above the liquid, the pressure being 
A | gallon 


carbon 


indicated by a small gauge 
size is available, utilizing a 
dioxide cartridge with an arrangement 
for puncturing a sealing disk to re 
lease the gas and discharge the liquid 
Approximate range is from 18 to 25 
feet 

Vaporizing liquid type extinguishers 
electrical fires, al 


are best used for 


though they are of recognized value 
for use on small flammable liquid fires 
Under fire conditions in which voltages 
of the order of 15,000 volts or fewer 
are involved, a practical margin of 
safety is provided against conductivity 
of the liquid stream by holding the 
distance of 12 


extinguisher nozzle a 


inches or more trom current Carrying 


electrical parts 
In using extinguishers of this type 
especially in unventilated spaces, such 


as small rooms, closets or confined 


spaces, operators and others should take 
ivoid the that 


precautions to ettects 


may be caused by breathing the vapors 
or gases liberated or produced. When 
carbon tetrachloride comes in contact 
with the heat of a fire it decomposes, 
at least partially, into carbon and chlo 


rine; hydrogen chloride gas is usually 
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formed and traces of phosgene usually 
can be found. Whatever reactions take 
place, those in the vicinity of a fire 
upon which carbon tetrachloride has 
been discharged will likely be driven 
away by the irritating effect of the 
gases present. 

One of the most important main- 
tenance items to remember is never to 
use water for any purpose in extin- 
guishers of this type. Water will in- 
troduce serious corrosion problems. 
Use the vaporizing liquid supplied by 
the extinguisher manufacturer. Use of 
commercial grade carbon tetrachloride 
is likely to produce serious corrosion 
within the extinguisher; also, this grade 
of liquid has not been treated to de- 
press the freezing point. Obviously, it 
is important that the extinguishers be 
kept full of liquid (to the filling mark 
on stored pressure types) at all times 
and be refilled immediately after use. 
Periodic inspection should include ex- 
amination to make sure that the ex- 
tinguishers have not been tampered 
with or removed from their designated 
places; to detect any injuries; to see 
that they are full of liquid; to check 
the gas pressure in the stored pressure 
types, and to see that the orifice of 
the nozzle is not clogged. 

At least once yearly the extinguish- 
ers should be examined as to the con- 
dition of the 


pump or pressure or 


weight of the cartridge. At these in- 
spections, operation of the extinguisher 


should be tested by discharging some 


Fig. 2. Vaporizing Liquid Type. 
Available in three principal de- 
signs, the extinguisher shown above 
is the stored air pressure type. 


of the liquid. In making this test, those 
types with hand pumps should be 
pointed both up and down to make 
sure that the internal pump takes 
suction from both ends of the tank. 
Pump parts should be carefully in- 
spected, as far as possible, for any 
apparent corrosion. A leaking or in- 
operative extinguisher should be either 
discarded or returned to the manu- 
facturer for repairs, depending upon 
its condition 


LOADED STREAM TYPE 

The extinguishing agent in this type 
of unit is a water solution of an alkali 
metal salt that has a freezing point of 
about 40° F. below zero; although the 
exact composition of the charge is a 
trade secret, it is known that potas- 
sium salts form a portion of the mix- 
ture. The effect of the “loaded stream” 
solution on fire differs from that of 
other extinguishing agents. On class A 
fires the stream extinguishes the flame 
rather suddenly, and there is a pro- 
nounced fire retarding effect. The effect 
on certain small class B fires has not 
been explained. There is no smother- 
ing vapor produced to blanket the fire, 
but apparently there is a chemical re 
action tending to inhibit oxidation.* 

The loaded stream type of extin 
guisher is obtainable either with a car 
bon-dioxide cartridge for expelling the 
solution or in a design using a chem- 
ical reaction to produce gas expelling 

Sizes 134 
gallons in hand portable types, 


pressure available are 1, 
and 214 
and 17 and 
wheeled types. The hand portable sizes 
are, in appearance, much like the soda 


and acid or the water filled extinguish- 


33 gallons’ capacity in 


ers of the gas cartridge type. Under- 
writers’ Laboratories, Inc. and the Na- 
tional Board of Fire Underwriters have 
approved loaded stream extinguishers 
as effective on class A fires, and only 
the 134 and 214 gallon sizes on small 
class B fires. The Factory Mutual Lab- 
oratories does not recognize this type 
as suitable for use on class B fires 
Since the discharge stream is a con- 
ductor of electricity, its use on class 
C fires is not recommended. 

the loaded stream 
type of extinguisher is similar to that 


Maintenance of 


of comparable units of the soda and 
acid and gas cartridge type of water 
filled extinguishers. Only recharging 
materials supplied by the manufac- 
turer should be used. 

(To Be Concluded.) 


*N.F.P.A. Handbook of Fire Protection, 


10th Edition 
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Strong Enough 
fo resist an 


There's one word usually associated 
with hospitals—“QUIET.” But 
there’s another word that’s equally 
important—“‘SAFETY’’—and it cov- 
ers every phase of hospital activity. 
So, when the Sequoia Hospital of 
Redwood, California was designed, 
extra consideration was given the 
matter of construction methods. 
Here’s where Ceco Concrete Joist 
Construction met the need. It pro- 
vides strong, rigid floor construc- 
tion. Yes, strong 
enough to resist an earthquake— 
shockproof yet flexible enough to 


construction 


absorb great strain—safe again since 
it’s fire resistive. And Ceco Concrete 
Joist Construction answers the need 
of “QUIET” in hospitals because it 
assures a soundproof building. All 
this is possible at definite savings— 
less labor, less concrete, less lumber. 
And since removable steelforms are 
used over and over again, from floor 
to floor, only a nominal rental is 
charged. As originator of the steel- 
form method, Ceco is first in the 
field. So for concrete joist con- 
struction, call on Ceco, the leader 
over all. 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 


® Douglos Dacre Stone & Lou B. Mulloy, Architects. Kingsford H. Jones, Associate Architect. Parker, Steffens & Pearce, Contractors. 


/n construction products CECO ENGINEE 


Labor of placing and removing steel- 
forms by skilled Ceco workmen is ordi- 
narily included with the rental charge. 


Placement 


of Ceco reinforcing steel 


is detailed by our engineers and super- 


vised by 


trained erection crews. 
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Housekeeping 


Conducted by Alta M. La Belle and Jane Barton 


How the housekeeping department 


can help to make the hospital a 


ZONE OF QUIET 


| | OSPITAL Quiet Zone.” This sign, 


displayed near any 
landmark 


hospital, is 
a familiar The traveling 
public will not knowingly make noise 
to disturb a sick person. But what hap 
pens inside the institution is another 
story. Is it because the sick are ever 
with us, and we forget what peace and 
quiet mean to one who is trying to 
regain strength through rest and sleep? 

It would seem at times as if our 
employes were putting on a campaign 
to see how much noise they can make 
1S all 
Each 


one in his OWN Way iS trying to do a 


and the patients can take. It 


part of the pressure of work 


job and one cannot always go about 
it quietly 
The architect is problem Number | 


and not a small one at that. If more 


architects would consult with house 


keepers before building a_ hospital 


(this is particularly true where a pro 
gram of rebuilding or renovation is 
mistakes could be 


considered ), these 


voided and a better idea of what is 


needed could be obtained 


Housekeeping today is more than 
bucket 
place for all the various brushes, mops 


| The 


ind brooms should be planned 
cost of construction and lack of space 


1 “mop = and program A 


ire always factors but afterward the 


upkeep becomes the administrator's 


problem as long as the building stands 


frequently as monument false 
economy 


Maids ind 


be large 


porters at ppers should 
enough so that the employe 
j | 


can walk in, close the door an 1S€ 


disturbing p 
drawing 


the slop sink without 
tients with banging of pails 
water ind other necessary ictivity. Let 
it be their hopper and let us not add 
to it other items not wanted elsewhere 
The introduction | 
public buildings has ¢ 
problem Steel doors 


trames without silencer 
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MAE STARK 
Executive Housekeeper 
Nurses’ Residence 
Presbyterian Hospital 
Newark, N.J. 


noisy, as are doors of laundry chutes, 


elevators in corridors, and dumb- 
waiters 


No one 


nursing department if it did every- 


would quarrel with the 


thing possible to avoid spreading dis 


ease or infection. But look into any 
utility or work room! You will find 
the noise of a boiler factory is sweet 
music at times in comparison with 
the banging of bedpan flushers, blanket 
warmers, linen chute doors, and steri- 
lizers—just a few of the necessary 
functions of this department. On sinks, 
drainboards and tables of stainless 
metal, rubber mats could be used to 
silence the noise of pans and basins on 
hard metal surfaces 

Durability versus cost revives an old 
headache. Cost exceeds income. Each 
department is asking for more and 
better equipment, and the purchasing 
agent is trying to stretch her budget 
follar to buy the items that will give 
service for the 


the longest money 


Again, we have metal sinks, pails, 
pans, pitchers, drinking cups, wagons, 
Check any in 
About 


manufacturers 


urinals and bedpans 


stitutional magazine one out 


of every 25 will say 


its product is “quiet, silent” or 


noiseless 
What has been done so far? Manu 


cleaners, floor 


motorized 


facturers of vacuum 


buffers, and other equip 


ment are starting to realize the need 


tor quieter Operating machines. Some 





This month we again interrupt the 
Boston University housekeeping 
course. The remaining lectures in 
the Boston series will appear in 
forthcoming issues of the magazine. 





rubber 
bumpers to service trucks (this means 
Elevator com- 


manufacturers are adding 
a saving of walls, too). 
panies are putting silencers on lifts. 
Quite recently I had a brush salesman 
point out a rubber bumper on a push 
broom. Carpet sweepers have long 
had a rubber roll around the box hold- 
ing brushes and pan. Rubber bump- 
ers are appearing on bedpan sterilizers, 
but so far we have noticed little im 
provement on housekeeping equip- 
ment. 

Some things the housekeeper can 
do in her 
suggest rubber and 
need for maids and porters to drop 


training program are to 
heels stress the 
voices as low as possible and to pro- 
ceed about their jobs without bang- 
handles, and other 
The rattling of 
keys when they are used should be 


ing doors, mop 


working equipment 


avoided. Congregating in work areas 
and chattering is a noisy, and usually 
unnecessary, practice. 

In training employes, the need for 
proceeding quietly about the job can 
be stressed. Visual aids, emphasizing 
the need for a quiet atmosphere, are 
a great help. A funny picture fre- 
quently carries the point in a flash. 
Just a card reading “Silence” left up 
for months is of little use 

Silencers on hinges or door checks 
help considerably to lessen door bang- 
ing. Windows should be constructed 
so that they can be opened and closed 
quietly; elevator doors should close 
silently. Service centers removed to a 
remote section and not placed opposite 
patients rooms would be an improve 
ment 


While 


are not of housekeeping origin, we 


a great many of the noises 
can at least do our part to avoid add- 
ing to the din. Maybe eventually our 


patients will say “I did rest,” rather 
than, as one patient said within my 
hearing, “The hospital is a good place 
to get well but one has to go home to 
rest 

The big need for study should start 
Our 
men need to do 
some research. Did you read Mildred 
Whitcomb’s article in the July 1949 
issue of The MODERN HospPitAL?* 
We have a great deal of sympathy with 
Dr. Ivy. Let us do some thinking 
and planning in the housekeeping de 


with architects and engineers 


maintenance also 


partment to make the patients stay a 


little pleasanter 


Days 
(July) 


*Whitcomb, Mildred The Ten 
of Dr Ivy Mod Hosp 73:40 


1949 
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Casi to clean 


THAN ANY OTHER 
floor maleriah 


...say those who own floors of 
Mosaic Carlyle Quarry Tile! 


Carlyle Quarry Tile provides an ideal 


loor in this kitchen. ; , 
f In operating and other service rooms . . . no other 


material will give you as much freedom from main- 


tenance, ease of cleaning. 


As durable as the building itself, Mosaic 
Carlyle Quarries present a smooth sur- 
face, impervious to grease, stains, liq- 
uids . . . handle heavy traffic year 
after year without needing replacement 
or repair. Their wide range of color- 
rich shades and tones provide distinc- 
tive, lasting beauty 

Be sure you know about the versatility, 
be auty, freedom from maintenance 
of Mosaic Tile before you build or 
remodel. See the Mosaic Office nearest 
you, or write Dept. 8-14, The Mosaic 
Tile Company, Zanesville, Ohio. 


Glazed wall tile and Carlyle Quarry floors com- 


plete a_ picture of truly easy maintenance. 


THE MOSAIC TILE COMPANY 


(Member—Tile Council of America) 
OFFICES IN PRINCIPAL CITIES 


OVER 3000 DEALERS TO SERVE YOU 








NOW... 


Maximum Patient Comfort 
with Minimum Nursing Care! 
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Patent Applied For* 


Here's a completely new departure in Life Long spring design and 
construction. Now at far less cost hospitals have a gatch spring 
with fwo cranks that do the work of three ! 


Precision construction, scientific design and HARD’S famed quality 
materials and craftsmanship provide unexcelled and smooth operation. 
Now the most delicate adjustments can be made without the slightest 
patient discomfort. True Trendelenberg, Fowler, Hyperextension and 
Cardiac positions are all possible without use of blocks or extension 
stems. And they are done quickly . . . easily . . . effortlessly, saving 
nursing personnel for more important tasks. 


Exclusive T]@ GATCH* Features/ 


J One-Crank Head and Foot J Greater Rigidity at Head and 
Adjustment Turning of one Foot: New head and foot lift 
crank moves head and foot sections ing mechanism gives added sturdi- 


285 d ””> ons. 
simultaneously into posttions desired. ae - all possas: 


Head Rest Permanently Attached 

JV Three-Piece Construction Vv to Lift Links: Head rest section 
Greater flexibility and easier is permanently attached to lift links. 
operation is attained with this new Does not move on rollers as on 


construction. Each section is mechani- standard type Gatch Spring. 


cally guided, moves in perf \ 
Perrecs sym Screw mechanism easily remov- 
chront ri * 

nization as cranks are effort able for adjustment or routine 


lessly turned maintenance 


Learn the amazine . 

performance details of 

this new TRENDEI 

ENBERG — GATCH. MANUFACTURING 00. 





Write us for neu 
Pounded 1876 


Catalog page. 








120 TONAWANDA STREET + BUFFALO 7, NEW YORK 


Two Handle Operation! 


Makes 16 Treatment 
and Comfort Positions 
Quickly Attainable. 


Infinite intermediate positions 


are also attainable. 
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17 x 32 satin border huck towel Fine quality huck name towel Huck name hand tows 14x aG k tow x 
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1? x 12 color border face cloth 16” huck name toweling 16” twill name toweling 17” satin stripe huck scarfing 6” striped glass toweling 























16” name glass toweling 


17” striped crash toweling 16 x 32 check dish tow 
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Mulfi-color pot holder Jacquard napkin (pattern) Jacquard napkin (pattern) | 
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YOU’RE OUR PRIVATE PATIENT 


e+. yet you pay “ward rates."” For many years, Cannon has 
catered to the specialized textile needs of hospitals. On occasion 
we have designed or redesigned an item on a private basis, 
eventually being repaid by volume sales of that item on a na- 
tional scale. That’s why we can point to each Cannon hospital 


item on this page as the “accepted standard for the industry." 


Specify Cannon to your distributor, or write Cannon Mills, Inc., 
70 Worth St., New York City 13. 





NEWS DIGEST 


1300 Attend Middle Atlantic Assembly . . . A.M.A. Delegates Study Hess Re- 


port . 


. Start Cancer Hospital at Chicago .. . 


Plan 


to Increase A.H.A. 


Dues .. . Montefiore Hospital Starts Social Medicine Division . . . Appoint Residents 








Middle Atlantic Hospital Assembly 
Discusses Nursing, Intern, Government Problems 


BUFFALO, N.Y.—More than 1300 hos- 
pital people from Pennsylvania, New 
York and New Jersey attended 
ond Middle Atlantic 


Assembly here May 24 to 


the sec 
annual Hospital 
26. The pro 
gram featured general assembly meet 
ings during the afternoons and separate 
sessions of the three state hospital asso 
ciations during the mornings 

At the first general assembly discus 
sion centered on nursing problems and 
the supply and selection of interns. Dr 
Herbert M. Wortman of Montclair, N.] 
reported that the cost of nursing educa 
tion had doubled in 10 years and that 
the practice of “loading” nursing educa 
tion costs on private hospital patients 
would have to be discontinued. He sug 
gested increased tuition fees and govern 
ment aid as sources of funds which could 
help hospitals carry increasing educa 
tional costs 

Ac the same meeting, Helen | 
Western 


school ot 


Bunge, 


dean of Reserve University’s 


nursing, said professional 


nurses should concentrate more atten 


tion on the psychological needs of hos 
bedside 


pital patients, leaving routine 


luties to auxiliary or nonprofessional 
Miss Bunge 1 


Said the 
hospital 


nursing workers 


leader of the nursing team 
should remain responsible, however, for 
for 


teaching all classes of nursing personnel 


total nursing care of patients and 


In discussing problem 
I Stanley Howe of N.] 


pointed ouc that the number of approved 


the internship 


( range 


internships had increased 40 per cent 


over a period during which the annual 


number of medical graduates had in 


creased only 10 per cent. Dr. Edward H 
a member of the staff of the 
Medical 


Hospitals of the 


I everoos, 
Education and 


Medical 


intern 


Council on 


American 


Association, warned that the 


shortage was being augmented by con 


130 


Above: Board of governors (I. to r.}: John 
F. Worman; Robert W. Gloman (new presi- 
dent); A. W. Eckert; J. Harold Johnston 
Below: New presidents: A. W. Eckert, New 
Jersey; Moir P. Tanner, retiring president of 
the assembly; Alma M. Troxell, Pennsylvania 
and Carl P. Wright Jr. of New York State. 


struction of many new hospitals and ex- 
He 


internships 


pansion of existing institutions 


suggested that two-year 
would help relieve the problem 

Dr. John J. Bourke, executive direc 
tor of New York State 


pital Survey and Planning Commission, 


the Joint Hos 


reviewed the public health functions of 


the voluntary hospital 


The second general session was de 


voted to discussion of government and 


public relations in the hospital field 


Speaking for the American Hospital 


John N. Hatfield, 


dent, deplored the insistence of veterans 


Association, presi 
organizations and politicians on expan 
Veterans Administration 
Pave 160.) 


sion of the 


niinwed oF 


Start Construction on 
Cancer Research Hospital 
at University of Chicago 
CHICAGO. 
taken here last month on 


was under- 
a $3,500,000 


cancer research hospital to be built on 


{Construction 


the University of Chicago campus by 
The 
hospital will be known as the Argonne 


the Atomic Energy Commission. 
Cancer Research Hospital and will in- 
clude 50 beds and facilities for detailed 
clinical investigation in the treatment 
of various types of cancer with radio 
Garden & 


Erikson of Chicago are the architects 


active materials. Schmidr, 
tor the project 

Special features of the new clinical 
research center, which will be operated 
by the university under an agreement 
with the Atomic Energy Commission, 
will include a betatron, a high voltage 
atom-smashing machine and _ special 
rooms for the storage and use of various 
types of radioactive materials 

Some of the rooms designed for 
radioactive substances must have walls 
of special construction as much as 3 feet 


thick, it was explained 


Recommends Increase in 
A.H.A. Membership Dues 

CHICAGO 
ture of the American Hospital Associa- 


The committee on struc- 


tion has recommended that association 


dues be increased in 1951, it was an- 
nounced at association headquarters here 
following a meeting of the committee 
last month 

The 
1949 


association ended the year of 


with a small deficit,’ the an- 


nouncement said Inflation has in- 


creased prices over 50 per cent since 
1943, when membership dues were last 


raised. The committee is recommend- 
ing to the board of trustees that in view 
of the accomplishments in the last seven 
years and unmet needs which cannot be 
1951. 


financed now dues be raised in 
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“Doctor, let me 
do that 


for you!” 





ital fi 
A Alt= 
‘ @ The above words are the most welcome a 
doctor ever hears in the seemingly endless hours 
of his demanding profession. 

Yet, with an Audograph Electronic Sound- 
writer at your elbow, the action is instantly suited 
to the words. Think of the numberless times it is 
necessary for you to put pen or pencil to paper 
... consultation reports, post-operative notes, 

@ The ‘Master’? Audograph: The case histories! Audograph does it for you, Doctor. 
ideal combination dictating and transcrib- Does it instantly, accurately and conveniently 
ing machine. Small, compact and _bril- : 1 i 
liantly engineered—records on thin, 
lightweight, indestructible plastic dises 
holding up to one hour's dictation. Will 
operate wherever electric « urrent is avail- 
able even in a physician’s automobile 


Rinne ‘ “ ELECTRONIC 
Made by ve Gray anutacturing Company 

—established 1891—originators of the Mele. SOUND WRITER 
phone Pay Station. 


AUDOGRAPH sales and service in 180 principal 

cities of the United States. See your Classi- THE GRAY MANUFACTURING COMPANY, HARTFORD 1, CONNECTICUT 
fied Telephone Directory. Canada: Northern 

Electric Company, Ltd., sole authorized agents Send me Booklet P-7 —"Saving The Doctor's Time.” 

for the Dominion. Overseas: Westrex ( orpota- 

tion (export affiliate of Western Electric Com- 

pany) in 35 foreign countries. 


...saving your time and effort. For with 
Audograph “You say it—and it’s done!” 
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NEWS... 


Vanderwarker and Graham 
Win Northwestern Awards 

CHICAGO. — Richard D 
warker, director of Passavant Memorial 


Vander- 


Hospital, was named this year's winner 
of the Malcolm T. MacEachern award 
in the hospital administration program 
at Northwestern University, it was an- 
nounced by the university last 
The award is made possible by 


here 
month 
the Johnson and Johnson Research 
Foundation and is given annually to the 
student who has achieved the highest 
standing in the hospital administration 
program, the announcement said 

Mr. Vanderwarker has been director 
ot Passavant Hospital since 1947. Prior 
to that time he was manager of the 
Hotel Bellerive at Kansas City and, 
earlier, a member of the management 
staff of the Ambassador hotels in Chi 
cago. He served in the navy for three 
years as a lieutenant commander 

Another Northwestern the 
Mary H. McGaw award, went to Martha 
Elizabeth Graham, assistant administra- 
tor of People’s Hospital, Akron, Ohio 
The McGaw award is donated by Foster 


G. McGaw, president of the American 


honor, 


"| 


Martha Graham Richard Vanderwarker 


Hospital Supply Corporation, and is 
given annually to the student with the 
highest academic standing. 

The Northwestern graduating class 
totaled 50 members, the announcement 
said, 42 in the master’s degree course 
and eight who received the bachelor’s 
degree in hospital administration at the 
university commencement last month. 


N.J. Hospital Dedicated 
CAMDEN, N.J. — The new Our Lady 
of Lourdes Hospital was opened at dedi- 
cation ceremonies here last month and 
will be ready to receive the patients 
during July. Archbishop Thomas I. 
Walsh of Newark officiated at the dedi- 
the $4,500,000 


cation ceremonies for 


362 bed structure 


Complete Protection 
Against Power Failure! 





MODEL 10EL 
10,000 watts, A.C 


Emerge ncy electricity for operating rooms on/yis not enough in 
modern hospitals. Other services must function during periods 


of power failure to minimize dangers 


Onan 


Electric Plants 


provide electricity for all essential uses: operating-room lights, 
elevators, stair and exit lights, communication, ventilating and 
automatic heating systems and pumps of various kinds. Equipped 
with automatic line transfer panel Onan plants take over the 
power load automatically within seconds after power fails, stop 
automatically when power is restored. Require negligible main- 
tenance. Onan plants are providing modern standby protection 
for hospitals large and small, from coast to coast 


Range: 1,000 to 75,000 watts A. 


Write for FREE engineering service on any standby problem. 


D.W. ONAN & SONS INC. 


4911 Royalston Ave. + 


Minneapolis 5, Minn. 


Marine Hospital, Buffalo, 
Turned Over to University 
for Chronic Disease Research 

BUFFALO, N.Y. — The U.S. Marine 
Hospital, operated here for more than 
40 years by the U.S. Public Health Serv- 
ice, was turned over to the University 
of Buffalo last month for operation as 
an Institute Re- 
search. 


for Chronic Disease 

Speaking at ceremonies signalizing 
the transfer, Dr. Herman E. Hilleboe, 
New York State Health Commissioner, 
stressed the growing importance of 
chronic disease as a public health prob- 
lem. He explained that the institute 
would be operated by the university 
medical the 
of the medical profession, voluntary hos- 
pitals and other public 
health and welfare agencies in the com- 
munity 


school with cooperation 


and private 


In another address, Federal Security 
Administrator Oscar R. Ewing said that 
the transfer “marks a real advance in 
necessary cooperation among federal, 
state and local governments.’ 

“It is significant to turn this hospital 
over to this great university,” Mr. Ewing 
said. “There is no politics in taking care 
of sick people. We all are interested 
in doing everything we can.” 


Blue Cross Membership 
Reaches 37,500,000 
CHICAGO. — Membership in Blue 
Cross was approximately 37,500,000 in 
the United States and Canada at the 
end of the first quarter of 1950, Richard 
M. Jones, director of the Blue Cross 
Commission, announced here last month 
Membership growth during the first 
quarter of the year was over 1,500,000— 
second highest quarterly enrollment in 
Blue Cross history, Mr. Jones said. There 
are now 90 plans operating, he added. 
Enrollment of U.S. Steel and Bethle- 
hem Steel employes under the national 
March 


named as a dominant factor in member- 


contract announced last was 
ship growth during the period. “Enroll- 
ment now represents 24 per cent of the 
United States population and 21 per 
cent of the population of Canada,” Mr 
Jones said 

The largest enrollment gain was re- 
ported by the Hospital Service Associa- 
tion of Pittsburgh, which added 221,000 
members. Associated Hospital Service 
of New York reported 124,000 new 
members, and Plan for Hospital Care, 
Chicago, added 100,000, the report said 
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buy spuraclay 














St. Mary's Hospital, Rochester, N. Y., location of 
the Duraclay Scrub-up Sinks pictured above. 


specified by 
St. Mary’s Hospital 


and many, many others 


JOSEPH P. FLYNN, Rochester, N. Y. 
SROIATEST See your Hospital Purchasing File for a recom- 


ROBSON & WOESE, Syracuse, N. Y. mended list of Duraclay plumbing fixtures and help- 
CONSULTING ENGINEER ful planning data. Make selections through your 


PERDUE & CO., INC., Rochester, N. Y. Crane Branch, Crane Wholesaler or Local Plumb- 


PLUMBING CONTRACTOR ing Contractor. 


CRANE CO... GENERAL OFFICES: 
836 S. MICHIGAN AVE.. CHICAGO 5 
PLUMBING AND HEATING 
VALVES © FITTINGS © PIPE 
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Betore After 


An Aid in Control of 
Infant Diarrhea 


Terminal processing of formula at 
230° requires a time factor of 10 
minutes. Such a short period i- 
recommended because of possible 
damage to the milk. The danger 
in use of such a short 10 minute ex- 
posure general autoclaving re 
quires 30 minutes) can be offset by 
use of new Inform Controls. Thus 
if the milk is slow in heating in- 
side the bottles Informs will tell 
vou. If vour autoclave is not high 
ly efficient and the thermometer is 
incorrect Informs will tell vou 

In general you will find Informs as 
necessary as Diacks because you 
are working on “the edge of ster 


ilization.” 
Samples upon Request 
F —ftrom your dealer or— 
from the manufacturer 


SMITH and UNDERWOOD 
1841 N. Main St Royal Oak, Mich. 


Sole manufacturers Diack and 
Inform Controls 
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Social Security Bill 
Passed by Senate, Goes 
to Conference Committee 
WASHINGTON, D.C. — A bill in- 
creasing federal social security benefits 
and adding 10,000,000 persons, includ- 
ing hospital employes, to those covered 
by social security was passed by the Sen- 
ate June 20. The bill was sent into 
conference with the House, which ap- 
proved a generally similar measure last 
year 
As they affect hospitals, provisions 
of the House and Senate versions of 
the bill were explained last month in 
memorandum to hospitals from John 
H. Hayes, chairman of the council on 
government relations of the American 
Hospital Association 
Some sort of coverage should be 
available for hospital employes within 
the reasonably near future,” Mr. Hayes 
predicted. He explained that H.R. 6000 
as passed by the House covers employes 
of all nonprofit organizations for old- 
age benefits and survivors’ insurance un 
der a provision which makes the em- 
ploye contributions mandatory and the 
employer contribution optional 
As approved by the Senate finance 
committee and then sent to the Senate 
floor for action, the bill would make 
coverage optional for both employer and 
employe in the case of church organiza 
tions and government agencies. In this 
version, nonchurch institutions are Cov 
ered under a provision making both 
employe and employer contributions 
mandatory, it was explained 
The provision separating church in 
stitutions from others was inserted by 
the Senate finance committee in response 
to expressions from groups which main 
tained that their inclusion on a manda- 
tory basis might affect their tax-exempt 
status. The American Hospital Asso 
ciation took the position that federal 
social security deductions would not 
hange tax-exempt status, Mr. Hayes 
idded However, he said, the separa 
tion of church from other nonprofit in 
itutions, as provided in the Senate 
version, “in the furure might easily be 
ome the basis for argument that church 
rganizations are entitled to special 
privileges in tax exemption which are 
not extended to other nonprofit groups 
foes seem serious 
passed by the Senate, the bill 
al per cent payroll tax on 
$5600 of a years pay After 


the tax goes up to 2 per cent 
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“The House of Linens” 
46 WHITE STREET > NEW YORK 
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for a protein-rich diet. I.V. 


When the patient can’t eat protein foods, you can rebuild and 


maintain nitrogen balance intravenously with AMINosOL. 
The source of AmMinosoL, animal blood fibrin, is one of the highest 
biologic value proteins. As a hydrolysate, AMINOSOL contains 
all the essential amino acids in the correct pattern for 
optimum tissue repletion. 

Clinical usage has shown AminosoL may safely serve as the 
only intake of amino acids (2000 ec, daily for a 70-Kg. man) 
or as a dietary supplement in critical or prolonged illnesses 
(1000 ec. daily). 

Stable for two years or more, AMINOSOL is sterilized by 
filtration and autoclaving. Rigid tests prove each manufactured 
lot pyrogen- and antigen-free. It is available in 250-ec., 500-cc. 
and 1000-cc. containers. A sure way to preserve the safety of 
AMINOSOL in venoclysis is to employ sterile, disposable VENOPAK * 
equipment—which has a strip of gum rubber tubing next to the 
needle adapter for easy injection of vitamin B complex or 
vitamin C during the infusion. For detailed literature on the 
Aminoso line of Abbott’s parenteral solutions, take a moment now 
to drop a card to Anporr Laporatortes, North Chicago, Illinois. 
*Trade Mark for Abbott's Completely Disposable Venoclysis Unit 


5° Solution : 
with Dextrose 5°; Sclution 
with Dextrose and Sodium Chicride 0 3 Solution 


ABBOTT'S MODIFIED FIBRIN HYDROLYSATE 


1, July 1950 
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NEWS... 


A.M.A. Delegates Study 
Report at San Francisco 


SAN FRANCISCO.—The Hess Report 
on hospitals and the practice of medicine 
was scheduled for full discussion by the 
House of Delegates as the 99th annual 
meeting of the American Medical As- 
26. Approxi- 


mately 10,000 doctors attended 


sociation met here June 


The original Hess report, which rec- 


ommended disciplinary action against 


“EVERYTHING 


FOR HOSPITALS! 


NATHAN STR 


Hess 
Convention 


hospitals and medical schools judged 
guilty of “unethical practice of medicine” 
was adopted by the House of Delegates 
at Atlantic City a year ago. Following a 
recommendation by the association's 
board of trustees in November, the re- 
port was referred back to the committee. 
Ir was expected that full discussion of 
the recommended action on_ hospital 


’ 


purParRgovett 
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%& MAIN FLOOR... CHINA * GLASS 
* SILVER—Everything for the per- 
fect table service! 

* UTENSILS—A complete line of 
fine quality utensils! Aluminumware 
—Enamelware—Stainless Steel Ware 
—W oodenware—Wire Goods—Clean 
ing Supplies. 

SECOND FLOOR KITCHEN 
EQUIPMENT — A complete line of 
Dishwashers _ Glasswashers — Silver 
Burnishers — Peelers — Mixers 
Slicers — Ranges and other Kitchen 
Machinery 

* DUPARQUET KITCHEN EQUIP- 
MENT — the finest quality specially 
fabricated Sinks Work Tables — 
Warmers — Steam Tables 


etc 


Boston Chicago ° 





OUR NEW HOME — 3 FLOORS 


NATHAN STRAUS- DUPARQUET ic 
Serving the Finest Hospitals and Institutions for More Than a Century 
33 East 17th St., Union Square North, New York 3, N. Y. 
Telephone: Algonquin 4-3600 


OF SHOWROOM SPACE! 
* REFRIGERATION — The finest 


makes of Commercial high tempera- 
ture and low temperature refrigera- 
tors. Walk-in and reach-in models, up- 
right and chest types. DUPARQUET 
REFRIGERATORS manufactured for 
special requirements. Water Coolers 
— Ice Cream Cabinets. 


%& THIRD FLOOR... FURNITURE AND 
FURNISHINGS—A complete display 
of fine furniture — Floor Coverings — 
Linens and Decorative Accessories. 


© A skilled Food Service Engineer- 
ing Department! 


© A skilled Decorating Department! 


®@ 4 floors of stock for prompt service! 


Miami Norwalk 








medical service would take place during 
the House of Delegates’ meeting here. 

The House also considered a report 
outlining plans for establishment of a 
student section of the association. The 
report has been approved by the execu- 
tive committee of the board and aims at 
affiliating medical students and interns 
with the national professional organiza- 
tion. The delegates also studied reports 
of a survey on blood banks, looking 
toward establishment of a definite blood 
bank policy 

In one of the principal addresses, Dr 
Ernest E. Irons of Chicago, who retired 
as association president, said physicians 
would continue their vigorous Opposi- 
tion to government proposal for a na 
tional health insurance system until “we 
shall have rolled back the Socialist flood 
that threatens to engulf our American 
freedom and our solvency.” 

Dr. Irons of 
nationalized medicine had failed in their 


said that proponents 
effort to accomplish this purpose in one 


move and were attempting instead to 
introduce “fragments of socialism” by 
means of small federal contributions to 
various welfare agencies. Opposition of 
include 


Dr 


the medical profession must 


action against these “fringe bills, 
Irons declared 

In an unprecedented action, the asso- 
ciation’s House of Delegates seated Dr 
Peter Murray of New York, first Negro 
ot 


making body 


the policy- 


Spokesmen for the asso- 


member association's 
ciation pointed to the act as an example 
of what a physician can achieve under 
the free enterprise system 

Dr. Elmer Lee Henderson of Louisville 
assumed the presidency of the associa 
tion and echoed the retiring president's 
Opposition to government encroac hment 
Dr 


medicine 


in medical fields Henderson said 


become “the 


fundamental 


American has 
blazing focal point in a 
struggle which may determine whether 
America remains free or whether we are 


to become a Socialist state.’ 


Cortisone to Be Available 

to Hospitals in July, 

Manufacturer Announces 
RAHWAY, N.] 


available early in July to a large number 


Cortisone will be 


of hospitals throughout the United States, 
ic was announced here June 19 by 
Merck and Co., 


who produce the drug by chemical syn 


manufacturing chemists, 


thesis 
For a temporary period, the drug will 
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SAFE, EFFECEIVE 


SHOCK MANAGEMENT 


at greatly reduced cost 


Of Vital Interest to Surgeons 
and Anesthesiologists 


A significant advance has been made in the field of infu- in $00 <€<.Cc.. BOTTLES 
sion for the management of shock. 


It is a solution of special biological grade gelatine WITH HANGER DEVICE 
which replaces lost circulation blood volume in the same 
manner as blood plasma and serum albumin. It is called 
Knox Special Gelatine Solution, Intravenous 6%. 


In addition to the factors of unlimited supply and 
low cost, the Knox solution is safely nontoxic for injec- 
tion in large quantities. It involves no risk of infection 


Long and extensive clinical experience in collabora- 
tion with the Blood Substitutes Subcommittee of the 
Committee on Medical Research of the National Re- 
search Council, has shown that this solution affords an 
effective nontoxic infusion colloid for use in shock man- 
agement. It has been accepted by the American Medical 
Association’s Council on Pharmacy and Chemistry. ciedyy 

It is a stable solution that can be stored without re- SPECIAL GELAT!! 
frigeration. It has a carefully controlled osmotic pres- SOLUTION 
sure, with a colloidal particle size large enough to be 
retained in the circulation for effective periods. 





COUNCIL 


Talk it over with your Will Ross Representative 


LG rep. 
SPECIAL GELATINE 
SOLUTION 


INTRAVENOUS 6% 


MANUFACTURED BY 


KNOX GELATINE PROTEIN PRODUCTS, INC. 


Nationally Distributed by 
WILL ROSS, INC. MILWAUKEE, WIS. 
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NEWS... 


be supplied only to hospitals having 
certain minimum facilities operated by 
trained technicians and under the super 
vision of qualified physicians, the an 


nouncement said. Hospitals registered 


Medical 


these requirements and are quali 


by the American Association 


meet 


fied to receive cortisone, which will be 


sold under the trade name, cortone 


As stated in the directions which ac 


company each vial, the drug is to be 


used, during the initial period of treat 


ment, only in patients hospitalized in 


these institutions. This stipulation is 
considered essential for the present by 
the Food and Drug Administration 
Cortone will be delivered to these hos 
pitals in packages of three vials, each 
vial containing 


The 


be $28.50 per vial, equivalent to $95 


300 milligrams of the 


substance price hospitals will 


per gram, the company stated 


Steadily increasing production of 


cortone and the accumulating knowledge 


concerning its use have made this lim- 


ited distribution possible 


BLODGETT stat OVENS 


BAKIN 


BIG a 


IHE POPULAR No. 959 
One of 22 models im standard black or all- 
Mone! metal, for all types of gases. 





LEVEL-OPENING 
COUNTERBALANCED 
DOORS 


7” HIGH BAKING 
COMPARTMENTS 


SIMPLICITY OF 
IGNITION AND 
SERVICE 





12” HIGH ROAST 
COMPARTMENT 





EXTRA STRONG 
DOORS 


ADJUSTABLE 
LEGS 


L] 


EASY WORKING 
LEVELS 





sagt yah 


4” FIBERGLAS 
INSULATION 


SMOOTH 
SURFACES 


HEAVY 
STAINLESS 
BAFFLE 


PROVISION 
FOR EXTRA 
SHELF 


NON.WARP 
ING DECKS 


ACCURATE 
CONTROL 


ALL PARTS 
ENCLOSED 


STAINLESS 
KNOBS & 
HANDLES 


SECTIONAL CONSTRUCTION 


Blodgett's “BASIC THREE” 


sections provide twenty-two oven 


models, from which to “tailor-make” your requirements for bakery, 
pastry shop, roasting and cooking operations. Sectional construction 
also assures fast heating, even heat distribution, accurate control 
and flexibility. Close control of temperature and generous compart- 


ment size assure high production 


ONE HUNDRED YEARS OF 


THE co LPT LEZATS. INC. 


$0 LAKESIDE AVE,, 


BURLINGTON, VERMONT 


Need Integrated Action 
on Chronic IlIness 

CHICAGO. — Community - wide plan 
ning and action are needed provide 
the answer to the nation’s No. 1 health 
problem, care of chronic diseases, accord 
ing to a report presented here last month 
at the second annual meeting of the na 
tional Commission on Chronic Illness 
The commission is a joint product of the 
American Medical Association, Amer- 
Hospital American 
Public Welfare and the 


American Public Association, it 


ican Association, 
Association, 
Health 
was explained 
Dr. Morton | 


said that 


Levin, commission di 


rector, many states and cities 


have organized integrated programs for 
an attack on the chronic illness problem 
The commission has recommended that 
each state, city and 


major Cc ymmunity 


utilize existing agencies or establish 


widely representative planning groups 
te explore the many problems relating to 
prevention and care of chronic ill 

Leonard W. Mayo, 


commission, said 


the 
ness, chairman of 
the 
Dr. Levin reported that planning had 
been initiated by state legislative action 


in a number of states 


Red Cross Reorganizes 
Blood Bank Activities 

WASHINGTON, D.¢ 
of blood bank activities of the 
Red 


it was announced here 


Reorganization 
American 
Cross was undertaken last month, 
The 


expansion of the 


reorganiza 


tion is aimed at rapid 
program to provide for nationwide pro 
tection in event of disaster, it was ex 
plained 

The program ts integrated with a far 
reaching defense plan being 
prepared by the National Security Re 
announcement said 


will be re- 


civilian 
sources Board, the 
Approximately 
quired to complete estimated needs for 
distribution facilities and stockpiling. 

At present there are 32 regional Red 
Cross blood bank centers serving 800 
the 
facilities 
the 
Among the organ 


five years 


and 1800 hospitals, 
These 


one-fourth of 


communities 
announcement | said 
serve approximately 
national population 
which will the 


izations participate in 


expanded program are the American 
the American Pub 
American Med 


American College of 


Hospital Association 
tic Health 


Association 


Association 
ical 


Surgeons, American Society of Clinical 


Pathologists and American Pharmaceu 


tical Ass ciation 
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@ NOT a flavoring, NOT an ordinary condiment or seasoning, MAIL COUPON 
Ac’cent is a 99+% pure monosodium glutamate in crystal FOR 
form, a wholesome product of vegetable protein. Adding no 

flavor of its own, Ac’cent intensifies the natural flavors of TRIAL 
foods, requires no change in regular recipes. Ac’cent is ef- 

fective in many foods . . . meats, fowl, seafoods, gravies, soups, PA C K ET 
vegetables. Ac’cent also helps conserve flavors, combats “‘fla- OF AC‘CENT 
vor-loss’”’ through heating, waiting, serving. 


(0 6862 SSS SS SSS SSS SSS SSS SSS SSS saasesan 


{ 
Amino Products Division, Dept. MH-7 7 


International Minerals & Chemical Corp. 
20 N. Wacker Drive, Chicago 6, Illinois 


In 1 lb. cans, 
100 lb. drums 
and smaller 
packages for P 
Please send me a FREE TRIAL PACKET of Ac’cent. 


home use. 


® Name 


Associated with 


makes food Sep T T 


Address 


flavors sing! 3} cw a 
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Atom pile by-products 
“fly” to help medical research 





Radioisotopes were needed by a Boston hospital for patient treatment. Lead- 
shielded box of radioactive iodine (weight, 35 lbs.) picked up by Air Express in 
Knoxville, Tenn., at 11 A.M., delivered 7:15 p.m. Charge, $8.60. Hospitals, like all 


business, use Air Express regularly to get 


it’s easier and more convenient to use 
the world’s fastest shipping service. 
When shipments are ready, just phone 
for pick-up. Special door-to-door 
service included in the low rates. 


Air Express gives you all 


supplies from anywhere in hours. 


Shipments keep moving. Air Express 
goes on every Scheduled Airline flight 
Frequent schedules. Use dependable, 
experienced Air Express—keep your 
business rolling at a profitable clip. 


these advantages: 


World's fastest transportation method. 

Special door-to-door service at no extra cost. 

One-carrier responsibility all the way. 

1150 cities served direct by air; air-rail to 22,000 off-airline points. 
Experienced Air Express has handled over 25 million shipments. 


Because of these advantages, regular use 
For fastest shipping action, phone Air Express Division, Railway 


shipping buy 
Express Agency 


GETS THERE FIRST 


Many low commodity rates in effect 


MR EUKES 


of Air Express pays. It’s your best air 


Investigate. 


Rates include pick-up and delivery door 
to door in all principal towns and cities 





A service of 
Railway Express Agency and the 


SCHEDULED AIRLINES of the U.S. 


a 





NEWS... 


Five Universities Announce 
Appointments of Residents 
in Hospital Administration 
New HAVEN, CONN.—Residency ap- 
pointments of members of the graduating 
class in hospital administration at Yale 
University were announced here last 
month by Dr. Clement C. Clay, director 
of the course. The appointments are as 
follows: Clarence W. Bushnell, to Mas- 
sachusetts Memorial Hospitals, Boston; 
Elizabeth Jane Deckert, to Pittsfield Gen- 
eral Hospital, Pittsfield, Mass.; John W 
Gerdes, to Denver General Hospital, 
Denver; Malcolm C. Hope, to U. S. Pub- 
lic Health Service, Washington, D. C.; 
Adelaide E. Morris, to Whittaker Memo 
rial Hospital, Newport News, Va.; Dr 
| Raul E. Palma, to Denver General Hos 
pital; John J. Zugich, to University Hos- 
pital, Ann Arbor, Mich 
St. PAUL.—Residency appointments 
| of members of the graduating class in 
hospital administration at the Univer- 
| sity of Minnesota were announced here 
| last month by James A. Stephan, assist- 
| ant director of the course. The appoint- 
ments are as follows: H. Gregg Armi- 
tage, to U. S. Navy Hospital, St. Albans, 
N. Y.; Sister M. Bernadine, to Holy 
Cross Hospital, Detroit; Harold E. Dale, 
to San Jose Hospital, San Jose, Calif.; 
| Rudolph F. Elstad to Children’s Hos- 
| pital, San Francisco; Herman E. Hoche 
to U. S. Navy Hospital, Philadelphia 
Thomas L. Hollis to U. S. Navy Hos- 
pital, Bethesda, Md.; William C. Hoppe 
to Good Samaritan Hospital, Portland, 
Ore.; Lloyd L. Hughes to Rhode Island 
Hospital, Providence 
Edward D. Irons Hillcrest Me- 
morial Hospital, Tulsa, Okla.; Oliver R 
Johnson to Baylor Hospital, Dallas, Tex.; 
Norman L. Kaye to Charles T. Miller 
Hospital, St. Paul; Donald A. Kincaid 
to University of Minnesota Hospitals, 
Minneapolis; Dr. Marcelo G. Leite, to 
Denver General Hospital; Frederic ¢ 
Le Rocker to Vancouver ( B.C.) General 
Hospital; James W. Mainguy to Coun- 
of Rochester Regional Hospitals, 
Inc.; Dale C. Mattison to St. Barnabas 
Hospital, Minneapolis; Russel H. Miller 
to Mary Hitchcock Memorial Hospital, 
Hanover, N. H.; Wade Mountz to Nor 
ton Memorial Infirmary, Louisville, Ky 


to 


cil 


James R. Neely to Jersey City Med 
ical Center, Jersey City, N. J.; John A 
Nelson to Swedish Hospital, Minne 
apolis; Carl N. Platou to Northwestern 
Hospital, Minneapolis; Preston L. Pow- 
ell to U. S. Navy Hospital, Pensacola, 
Fla.; Jack W. Rivall to St. Luke’s Hos- 
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Three Ohio hospitals raise 


almost $5'% million! 








These successful fund-raising campaigns were 
. ‘ © C 


directed in the spring of 1950 by 
KETCHUM, INC. 


eG anfingn Y weclon 


CHAMBER OF COMMERCE BLDG CARLTON G. KETCHUM, President 
PITTSBURGH 19, PENNSYLVANIA and NORMAN MacLEOD, Exec. Vice President 
500 FIFTH AVE., NEW YORK 18 McCLEAN WORK, Vice President 


MEMBER AMERICAN ASSOCIATION OF FUND RAISING COUNSEL 


Vol. 75, No. |, July 1950 





THIS 
HOSPITAL FLOOR 
IS 


+ Conductive 


Hubbellite Terrazzo now enables hos- 
pitals to have a floor surfacing which, 
properly applied, meets N.F.P.A. per- 
formance requirements for conductive 
floor. Hubbellite is a copper oxychloride 
cement, inherently conductive, not loaded 
with conductive particles. Being water- 
durable, it retains its conductive prop- 
erty. Use Hubbellite Terrazzo over any 
structurally sound, existing floor, as thin 
as 4” or as thick as necessary to build 
up nonlevel floors. 


+ Lasy te Clean 


Hubbellite 


several times a day without deterioration. 


Terrazzo can be hosed down 


In addition—Hubbellite Terrazzo has 
unique roach-repellent quality; inhibits 
on its surface the growth of many molds 
and bacteria; resists cooking fats and 
greases, 1s comfortable to walk on 


Q /_/ 
+ [seauli ut 


No conductive floor has ever looked as 
beautiful as Hubbellite Terrazzo 
warm reds, rich greens, soft blue-grays 
and tans with countless varieties from 
marble chip combinations 





For further reading, write for these reprints 


Maliman, W. L., Michigan State College, 
1Yal acteriologic Study of a ew 
Sanigenic Flooring 

Farrell, M. A. and Wolff, R. T 
State College, 1941. Effect of ¢ 
chloride Cement on Microorganisms 

Researches of Mellon Institute 
can Chemical Society, Vol. 19 

Hazard, Frank O., Wilmington College 
Roach Repellent Cement 

Jenkins, P. W., Sr. Fellow, Mellon In 
stitute. A Functional Floor Surface 


Penn 
pric Oxy 











Write for 
HUBBELLITE TERRAZZO Catalog and Color Chart 


H. H. ROBERTSON COMPANY 


2425 Farmers Bank Bidg., Pittsburgh 22, Po 


wor 


n Ambridge, Pa., Hamilton, Ont, Canade 
England 


Factories 
Ellesmereport 

Offices in 50 Principal Cities 
World-Wide Building Service 





NEWS... 


pital, Duluth; Clifford R. Rostomily to 
St. Luke’s Hospital, Milwaukee; Wil- 
liam H. Waite to Syracuse Memorial 
Hospital; Howard M, Winholtz to Uni- 
versity of Minnesota Hospitals. 

CHICAGO.—Residency appointments 
of members of the graduating class in 
hespital administration at the University 
of Chicago were announced here last 
month by Ray E. Brown, director of the 
University Clinics. The appointments 
are as follows: Bernard Carr to Indiana 
University Medical Center, Indianapolis; 
James T. Googe Jr. to Bishop Clarkson 
Memorial Hospital, Omaha, Neb.; Jo- 
seph Greer to Baptist Hospital, Winston- 
Salem, N. C.; Victor Hernandez to 
Brooke Army Medical Center, Fr. Sam 
Paul Hofstad to Nor- 
wegian-American Hospital, Chicago; 
Everett A. Johnson to Methodist Hos- 
pital, Gary, Ind.; Roger Klein to Cleve- 
land City Hospital; Sam Ruth to Beth 
Israel Hospital, Boston; Edward A. Voss 
Jr. co Highland-Alameda County Insti- 
tutions, Oakland, Calif.; Frank Walter 
Hospital, University of 
Pennsylvania, Philadelphia, George 
Wren to Methodist Hospital, Indian 
apolis; Dr. David Zaugg, Marine Hos 
pital, Staten Island, N.Y 

New YORK. 
ments of members of the graduating 


Houston, Tex.; 


to Graduate 


Residency appoint 
class in hospital administration at Co 
lumbia University were announced here 
last month by Dr. John Gorrell, director 


of the program. The appointments are 
Paul J. Connor Jr. to Hart 
ford Hospital, Hartford, Conn.; Dr 
Curtis F. Culp, to Presbyterian Hos- 
pital, New York City; Leon W. du Flon 
to Mary Imogene Bassett Hospital, Coop- 
erstown, N.Y.; Dr. Tulio Esponosa to 
school of public health, Columbia Uni 
versity, Dr. Edward M. Gordon to Pub 
lic Health Service, Portland, Me.; Rob 
ert E. Heinlein to Muhlenberg Hospital, 
Plainfield, N. J.; Robert M 
Columbia Hospital, Milwaukee; Marvin 


as fk Al ws 


it mes to 


}. Lawrence to Jewish Hospital, Cincin 
nati; Sigifredo G. Martinez to Uni 
versity Hospital, New York City; John 
M. Nicklas to Lakeside Hospital, ¢ leve 
land 

Kurt H. Nork to New York Hospital; 
Harold ¢ Parks to 


pital, Youngstown, Ohio; James R. Pep- 


Youngstown Hos- 


per to Harper Hospital, Detroit; Theo- 


ore D. Perkins to Freedmen’s Hospital, 


Ww ashington, LD. ¢ 
to St 


Richard | 
Barnabas Hospital for Chronic 
New York City; Wiley G 


University of 


Pieratt 


Diseases 


Poole to 


Pennsylvania, 


FLOOR 
PROTECTION 


If you want maximum 
floor protection, econo- 
my and efficiency De- 
mand Darnell Dependa- 
bility... Made to give an 
extra long life of satis- 
factory service..... 


Write for 
Free 
WEVEY 


DARNELL CORP. LTD. 
LONG BEACH 4, CALIFORNIA 
60 WALKER ST. NEW YORK 13.N Y 
36 N CLINTON. CHICAGO 6 ILL. 
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Armstrong's Linotile js a perfect flooring for the hospital 
lobby and corridors. This floor is noted for its unusual resist- 
extreme durability, and outstanding 


recommended 


ance to indentation 


Armstrong's Greaseproof Asphalt Tile js particularly 


use in hospital kitchens and other areas 


where spilled oils or fats may present a floor problem. Its 


beauty. It is quiet and comfortable underfoot. Armstrong's alkali resistance also makes it suitable for use on concrete 


Linotile is easily maintained—a routine sweeping and an 
occasional washing and waxing keep it neat and clean. 


subfloors which are in direct contact with the ground. Arm- 
strong's Greaseproof Asphalt Tile is easy to keep neat and clean. 


There’s an Armstrong Floor 
for every hospital need 


N° single resilient floor is designed to meet all the flooring requirements of 


Armstrong's Linotile is frequently used in lobbies 


various hospital areas 
and corridors because its unusual durability and beauty make it most practical 
for these areas. For private rooms and wards, the combination of moderate 
cost, long service, and colorful appearance makes Armstrong's Linoleum highly 
suitable. Armstrong's Cork Tile is recommended for areas where exceptional 
quiet is desirable. Concrete floors in direct contact with the ground present a 
special problem. The alkaline moisture in such subfloors is harmful to most 
Here, either Asphalt Tile or Arlon* Tile is 


needed since these floors are not affected by alkaline moisture 


flooring materials Armstrong's 


Before selecting any hospital floor, we suggest vou call in your Armstrong 


Flooring Contractor, He can give you unbiased flooring recommendations. 
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FREE BOCKLET contains all the facts. Send 
today for “Which Floor for Your Busi- 
ness?”, a 20-page booklet in full color 
which illustrates and gives full information 
about all the Armstrong Resilient Floors 
ind their uses. It will help you weigh the 
advantages of one floor against another and 
aid you in selecting the 

Armstrong Floor best fit- 

ted for each area in your 

hospital. For your free 

copy, write Armstrong 

( ork Co Floor 

Div., 5707 State 

St.. Lancaster, 

Pennsylvania. 





NEWS... 


Philadelphia; Frank L. Porter III to 
Episcopal Hospital, Philadelphia; Dr. 
Alfonso Ramirez to Morrisania Hos- 
pital, New York City. 

J. Emerson Robinson to University 
of Pennsylvania, Philadelphia; Frederick 
C. Sage to Stanford University Hospi- 
tals, San Francisco; Robert E. Sleight 
to Springfield Hospital, Springfield, 
Mass.; Robert D. Stout to University 
Hospital, Baltimore; Robert E. 
Toomey to the Hospital Council of 
New York; Donald E. Walchenbach to 


BORN O 
MANUFACTURE 


a 


ae 
OXYGEN THERAPY 
EQUIPMENT 


You can always depend on Liquid 
Oxygen Therapy 9 rene It’s 


precision designed and produced 
especially for hospitals and physi- 
cians...and is backed by more than 
60 years experience in the manufac- 
ture of high-accuracy gas regulators, 


OXYGEN REGULATORS 


Manufactured for use with Oxygen, 
Oxygen-CO) Mixtures and other gases, 
Liquid pressure-reducing regulators accu- 
rately control the gas flow from cylinders 
at the rate specified. When ordering, men- 
tion gas to be used. Liquid regulators are 
available in five models with dial or tube 
gauges that register pounds per square 
inch or liters of flow per minute 

i/so a complete line of endo-tracheal 
equipment 


LIQUID GASES 
Anesthetic, Resuscitating and Therapeutic 
®@ Carbon Dioxide and Oxygen Mixtures 
® Carbon Dioxide @ Helium @ Oxygen 
@ Helium and Oxygen Mixtures 
@ Nitrous Oxide @ Cyclopropane 
@ Ethylene 


Write for illustrated folder and 
complete information 


vee 6 LT OQ SES 


3100 South Kedzie Avenve 


A 
A Single-stage 


CARBONIC 


Medical Gas 


Lowell, 
Freed- 


Lowell General Hospital, 
Mass.; Henry J. Whyte to 
men’s Hospital, Washington, D. C. 

CHICAGO. — Residency appointments 
of members of the graduating class 
in hospital administration at North- 
western University were announced here 
last month by Dr. Malcolm T. Mac- 
Eachern, director. The Northwestern ap 
pointments are: 

Henry Amicarella to Colorado Gen- 
eral Hospital, Denver; Nils G. Axelson 
to East Orange General Hospital, East 


HUMIDIFIER 
$18.50 


Fits any stondard 
outlet connection 


REGULATOR 
$25.50 


A> 
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$30.00 
Two-stage 
$40.00 
~ LMSOO 
REGULATOR 
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LM300 
HUMIDIFIER 


and 
REGULATOR 


Regulator 
$53.75 
Two-stage 
Regulator 
$63.75 


CORPORATION 
Division 
Chicago 23, Illinois 


Branches and Dealers in Principal Cities 


in Canada 
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Orange, N. J.; John J. Bale to Reading 
Hospital, Reading, Pa.; Norma Barden 
to Philadelphia General Hospital; 
George T. Brotherton to Methodist Hos- 
pital, Dallas, Tex.; Benny T. Carlisle to 
Baylor University Hospital, Dallas, Tex.; 
Marian F. Cipala to Jefferson-Hillman 
Hospital, Birmingham, Ala.; Paul F. 
Detrick to Bethany Hospital, Kansas 
City, Kan.; James E. Ferguson to East 
Tennessee Tuberculosis Hospital, Knox- 
ville. 

John C. Gettman to Memorial Hos- 


, pital, Fremont, Ohio; Dwayne L. Hall to 


Waverly Hills Sanatorium, Waverly 
Hills, Ky.; Waldo A. Hill to Baylor 
University Hospital, Dallas; Robert T. 
Jacobson to Baroness Erlanger Hospital, 
Chattanooga, Tenn.; Joseph A. Lilli to 
Montefiore Hospital, Pittsburgh; Ray- 
mond T. McHugh to Herrick Memorial 
Hospital, Berkeley, Calif.; Freeman May 
to Baptist Memorial Hospital, Memphis, 
Tenn.; Kenneth D. Moburg to Grace 
Hospital, Detroit; George D. Monardo 
to Los Angeles County, Los Angeles; 
Marvin W. Nichols to Methodist Hos- 
pital, Sioux City, Iowa. 

Albin H. Oberg to Malden Hospital, 
Malden, Mass.; James W. Quinn to Jef- 
ferson-Hillman Hospital, Birmingham, 
Ala.; Ernest W. Quittmeyer to Passavant 
Memorial Hospital, Chicago; Robert A 
Sandahl to Milwaukee County Institu- 
tions; Donald F. Scalzo to Grant Hos- 
pital, Chicago; Richard L. Sejnost to 
Harper Hospital, Detroit; Carlos J. R. 
Smith to Methodist Hospital, Memphis, 
Tenn., Proctor L. Waldo to Wesley Me- 
morial Hospital, Chicago; Ned W. 
Wickham to Druid City Hospital, Tus- 


caloosa, Ala. 


Announces Plan for 
Renting X-Ray Equipment 

MILWAUKEE, Wis. — A plan under 
which hospitals and doctors may obtain 
x-ray equipment on a rental basis was 
announced here last month by the Gen- 
eral Electric X-Ray Corporation. The 
plan, which was described by company 
officials as the first program of its kind 
in the field of medical x-ray, was de- 
signed to assist hospitals and other insti- 
tutions and for whom a 
major capital investment in x-ray equip- 
ment would be a burden 

Under the program, hospitals may 
select and install equipment and con- 
tract for its maintenance, including tube 


individuals 


replacement and other repair and re- 
placement parts, for a fixed monthly 
charge, it was explained 
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GLomancioma-Lert: 
This reproduction 
shows how effectively 
color may be used to 
present the over-all 
preoperative aspect of 
a case. Ricgut: Color 
demonstrates effec- 
tively the essential de 
tails of the surgical 
specimen. (From 
Kodachrome trans- 
parencies.) 


One No. 5 flash lamp 
in flasholder at cam- 
era lens is synchro 
nized with shutter. 
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Picture the patient 


in color... for study, reference, and teaching 


¥ 


NSTEAD OF relying upon sketches and notes, with occasional photographs, physi- 
| cians in more and more hospitals, clinics, and private offices are emphasizing 
the use of photography as a routine procedure . . . concentrating, for the most part, 
upon full color. For color “sees” as the eye sees—realistically ... registers visual 
impressions as notes and memory never can. 

For example, see how graphically color presents details in these illustrations 

. what a positive basis it provides for research, reference, and teaching. 


Equipment needed? Merely a camera with color-corrected lens, simple light- 


‘ 


ON | SR 


ing equipment, a supply of Kodak color film Kodachrome or Ektachrome. 


(,LOMANGIOMA: Microscopic appearance 
of sections made from the specimen illus 
trated at top of page (right) is revealed in 
the three photomicrographs displayed at 
the left and above —(1) and (2) 80; 
(3) 200. (From Kodachrome trans- 


parencies.) 


Serving medical progress through Photography and Radiography 





Picture the patient (continued) 


Mectiece Diverticuta oF THe Jesunem (ABove) 
t of color in showurg the character and extent of a 
nsparency.) 

tuils of setup and equipment 


Vedical Division, Rochester 


EASY TO GET BRILLIANT COLOR 


with Kodak color film...in almost any camera 





ANY CAMERA with a color-corrected lens is a “color camera” 
once it's loaded with full-color Kodak Film—Kodachrome 


or Ektachrome. No special equipment is required... no 


TRANSPARENCY 
AONDEVOEN WEL 
ewory>epoy 


spect il technie needed for the exposure. 


Ir you use Kopacurome Firm, Kodak will do the process- {HILL 
ge for you (cost included in price of film). Duplicates 
same size. enlarged. or reduced) and Kodachrome Prints Kopacurome Fim 


ire available through dealers. in rolls for 
n ameras 








Ir you use Kopak EkTacuroMe FILM, processing may be provides mounted 


’ wirencres. 
ed in any well-equipped processing room or lo« al lab- pe 


i tremendous advantage when immediate. same- 
v results are required. Here, too, Kodachrome Duplicates 
d Prints are available through dealers 
For further information, see vour dealer... or write to 


istman Kodak Co., Medical Division, Rochester 4, N. 


Vajor Kodak products 
for the medical profession 
Nas : f , 
<a 

Cive-Kopak Konacnrome Fics 
or magazines, for use in lo-m 
motion-picture éameras, Provide 

positives for cine projec 

From these, du; 
may be made 
individual fr umes 


dak 


Kopacurome or Kopak EKTACHROME FILM, 


for sheet-film cameras Provides tran sparencies 


enlargements, 


tions may be made, 


Serving medical progress through Photography and Radiography 




















THE FINEST OF SERUM-PROOF SILK SUTURES 


NOW AVAILABLE IN 
NEW NEEDLE COMBINATIONS 


@ INTRA-THORACIC BLOOD VESSEL ANASTOMOSIS SUTURES 
@ ARTERIAL SUTURES 

@ EYE SUTURES 

@ INTESTINAL SUTURES 

@ NERVE SUTURES 

@ PLASTIC SUTURES 

SEND FOR FULL INFORMATION on needle 
combinations including Mintraumatic’ swaged 


needles. Gudebrod Bros. Silk Company, Inc. 
225 West 34th Street, New York 1. 


CHAMPION-PARE 
SERUM-PROOF SILK SUTURES 


WW Gadeliod \f 


ALSO MAKERS OF DERMAL, COTTON AND OTHER CHAMPION SUTURES 
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NEWS... 


President Names Committee 
to Study V.A. Problems 

WASHINGTON, D< A 
committee to study hospitalization prob- 


Spec ial 


lems of the Veterans Administration 
was named here last month by President 
Truman following public protests by 
organizations 


V.A 


congressmen and veterans 


against the closing of a hospital 
at Van Nuys, Calit 
Members of the committee named by 


Howard A. Rusk, 


chairman of the department of physical 


the President were Dr 


rehabilitation at New 
York University-Bellevue Medical Cen- 
ter, Dr. Arthur Abramson, head of the 
department of physical medicine and re- 
habilitation at the Veterans Adminis- 
tration Hospital in the Bronx, N.Y., 
and R./Adm. Robert L. Dennison, naval 


aide to the President 


medicine and 


The committee will make a special 
study of the problems of paraplegics and 
amputees, the announcement said. Trans 
ter of paraplegics from the Birmingham 


General Hospital at Van Nuys occa- 


The sheet that can’t be 


PLUS-SERVICE 
SHEETS 
PILLOW ASES / 


beat for beauty. comfort 
and long wear. More than 
144 threads per inch, 





€QUOIT 


COMBED 


PERCALE 


, aw , 
Steels and /blow Cases 
OVER 180 THREADS PER INCH 


Sneets that enioy wide 
distribution for luxury at 
moderate cost. More 
than 180 combed threads 
per inch, 








Phe nth degree of luxury 
the ultimate in 
beauty and refinement. 


More than 200 combed 


threads per inch, 
yeneral Sale Othees: 


Pequot Mills, ¢ 
Empire State Bldg., NewYork 1,NLY 


SHEETS AND 


=~ 
PEQUOT 
Fine Combed 
. PERCALE / 
4, 


LOW CASES 


sioned much of the criticism by veter- 
ans’ organizations and congressmen, it 
was explained. 

The President indicated the commit 
“in order to provide 
clarification of existing hospitalization 
problems and needs of disabled veter- 
ans.” The committee had been author 
ized to call in consultants and special 
ists as needed and will report its find 


tee was created 


ings directly to the President, it was 
explained 


Teachers College Sponsors 
Nursing Conference 
PLYMOUTH, N.H 


ing conference sponsored by the division 


A national nurs 


of nursing education of Teachers Col 
lege, Columbia University, met here last 
month in an effort to develop regional 
coordination and cooperative planning 
for nursing and nursing education in 
Dr. R 


division, 


the United States Louise Mc 
Manus, 


that 


director of the said 


the conference was the first such 


had 


country; the conference was related to 


attempt that been made in this 
current health and medical programs in 
the nation and attended by leading nurs 
ing officials and educators, she stated 

Dr. Gordon Blackwell, director of the 
institute of research and social studies 
at the University of North Carolina, was 
general chairman of the conference. The 
educational phases of the study were 
supervised by Hortense Hilbert of the 
Teachers College nursing statt 

The purpose of the conference was to 
explore problems, methods and mate 
rials for regional cooperation among 
1urses and in the nursing field generally, 
t was explained. “Several groups of plan- 
ers have been considering some of the 
problems of education for the health 
Dr. McManus 


but to date little has been done 


services in the nation, 
stated, 


to include nursing in this planning 


Open Community Hospital 
KINGFISHER, OKLA.—The new King 
fisher Community Hospital was for 
mally opened here last month with dedi 
cation ceremonies followed by an open 
house during which residents of King 
invited to inspect 
their new hospital facilities The 
pital has 21 beds and was built under 
Public 


proximately $165,000 


fisher County were 


hos 


Law 725 at a total cost of ap 
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A single Heat-Treated tumbler falling. Stroboscopic 
photograph catches 17 images, as it drops—and bounces! 


How fo make big savings from a small item 


Patients and staff like their thinness, 


You make big savings for your hos- 
lightness and the smooth, rounded 


pital by equipping it 100% with Libbey 
Heat-lTreated Satedge tumblers “Safedge.”’ Also, they are covered by 

Here’s how you gain. Libbey Heat- the famous Libbey “‘Safedge’’ guar- 
Treated tumblers last from 3 to 5 antee—a new glass if a rim ever chips. 
times longer than ordinary tumblers In fact, you gain in every way by 
equipping your hospital with Libbey 
Heat-Treated glasses. Ask your sup- 


plier for samples and prices—or 


That means fewer replacements 
Smaller inventory. Less time lost 
cleaning up. And they stand steriliza- 
tion better than ordinary glasses, too. write us direct if you prefer. 3 sizes: 9! oz. (water), 12 02. (iced 
tea), 5 oz. (juice All Heat-Treated 


for extra strength 
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NEWS... 


Catholic Convention 
Studies Special Problems 
(Continued From Page 85.) 
Speaking for hospitals, George Bug- 
bee of the American Hospital Associa- 
tion repeated the text of the resolution 
on hospitals and the practice of medi- 
cine adopted recently by the board of 
trustees of the He said 
the public has no interest in or patience 
with the argument between a small 
group of specialists and hospitals 
neither illegal nor unethical for the in- 


association. 


It is 


THE 
OVERBED 


WITH FEATURES 
All PATIENTS 
APPRECIATE! 


Its sleek, 


. its rigid, welded con- 


streamline appear- 


ance .. 


struction guarantees years and 


years of trouble-free service. 


Note these distinctive features: 
Reading rack for vari- 
ous heights from 0° to 
48°. Raised or lowered 
by simple pres 
sure of one hand 
+. «mo pinching 
of fingers 
ledge 


magazines 
mirror with high-polished shatter- 
meta 


Vanity 
proof storage space beneath 
« throughout; all part« 
plated inside tube 
Neo grease to rub on nurses’ clothing 
Special quiet alley gear: 
Replaceable vanity tray 
Table height adjustable from 26 inches to 
41 inches 
Seuff-resistant enamel finish 
Formica top or weed top, if desired. 
Formica top provided with back sheets 
for longer life 
Easy-rolling swivel casters, optional. 
From experience in design and con 
struction, WOOD STEEL provides the 
utmost in features and service in this 
new overbed table .. . 


designed with the 


table is 
comfort 


every 
patient's 


furniture . . 
the ultimate in beauty 
for complete details. 


and service. 


come of a hospital medical department 
to exceed its cost, Mr. Bugbee said. He 
pointed out that in a recent survey of 
physicians’ incomes, radiologists enjoyed 
the highest average of any of the special- 
ties. Mr. Bugbee suggested that if it 
could be judged that $4 of a $10 labora- 
tory charge constituted adequate com- 
pensation for the pathologist, in view 
of his special training and professional 
competence, and if another $4 covered 
all costs to the hospital, it might be 
wiser to return the remaining $2 to the 
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patient deserves the best you can offer in hospital 
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patient in the form of a reduced charge 
instead of allowing a surplus to accrue 
to either the hospital or the specialist. 

E. A. van Steenwyk, director of Asso- 
ciated Hospital Service of Philadelphia, 
presented the consumer's standpoint. 
Said Mr. van Steenwyk: “The consumer 
is unalterably opposed to the fragmenta- 
tion of his medical bill) He wants to 
pay a single bill, through insurance, and 
he expects doctors and hospitals to work 
in harmony with insurance plans to 
make this possible.” Mr. van Steenwyk 
brought out the fact that insurance re 
quires a broader view of hospital and 
medical economics than is suggested 
when each particular charge for each 
item of service may vary in accordance 
with the desire of those providing the 
service. He the spectre 
of empty hospital beds, a high percen- 
tage of indigent patients, and econom- 
ically depressed hospitals and doctors 


warned that 


haunts medical economics. 

The argument between radiologists, 
pathologists, anesthesiologists, and hos- 
pital administrators as to who is to bill 
the patient and how the bill shall be 
split up is of no interest to the public, 
Mr. van Steenwyk declared. In fact, 
patients are getting increasingly critical 
of hospitals and doctors, he said, and 
are insisting that arguments be 
settled so that the patient can pay one 


the 


bill—his insurance premium. The con- 


sumer wants more and not less insur- 
ance coverage for complete hospital and 
medical care. He concluded: “The choice 
is not between insurance and individual 


The 


choice is between voluntary and compul- 


responsibility for medical care 
sory government insurance 
One ot 


meetings at 


the best attended section 


the convention was con 
cerned with the patient's safety. Open 
ing the discussion at this session, Chiet 
Edward E. Wischer of the Milwaukee 
Fire Department said, “If any of you 
were to ask me what my greatest con- 
cern is as the chief of Milwaukee 


Fire Department, I would unhesitatingly 


the 


the patients in our hospitals and 
The 


astrous fires have as you know resulted 


say, 
institutions several recent dis 
in a concentrated survey of fire hazards 
in hospitals all over the country.” These 
surveys show conclusively that condi 
tions in many older hospitals make re 
peated tragedies possible, Chief Wischer 
pointed out. Local fire chiefs are al 
ways ready and willing to help hospitals 
plan for fire safety, he said. Automatic 


sprinkler protection is recommended for 
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all hospital areas, the chief stated. Such 
protection is an absolute “must” in 
older, nonfireproof hospital buildings, 
he added 

One general assembly was devoted to 
the theme, “The Catholicity of the 
Catholic Hospital.” Msgr. Maurice F. 
Griffin, past president of the associa- 
tion, presided at this session. Rev. James 
V. Moscow, assistant director of 
pitals, Archdiocese of Chicago, pointed 


hos- 


out that while Catholic hospitals can 
adopt most of the technical and manage- 
ment proficiencies worked out by lay 
hospital and health experts, before a 
Catholic hospital accepts any procedure 

whether it be accounting, fund rais 
ing, 
methods, or public relations—it 


admission policies, collection 
must 
first “Christ process it,” or, in other 
words, Catholicize it 

First let us promulgate positively by 
teaching and example the precious treas 
ure we profess to live and have exclu 
sively to offer—Christ’s way of life, the 


Rev 


in promoting our 


Moscow said. We must be zealous 


technical and mate 
rial progress, he said, but never at the 
sacrifice of Christ-like principle 

Father Moscow 
larging hospitals just to keep pace with 
the popular trend. “We may reason that 


if we build now we can get federal aid, 


warned against en 


even though we must go deeply in debt 
ourselves, and that if we don't act now, 
the community hospital in this adjoin 
ing town will get the aid,” he argued 
Don't 
noble and fine to want to build if the 


misunderstand me, Sisters, it is 
community you serve needs more beds, 
but let us not forget that in our plans 
should also be the consideration that we 
must be able to continue after expansion 
Catholic If the 
extra debt is going to make us too money 


to give true Service 
conscious, and if the expansion ts going 
to mean spreading the Sisters or Broth 
ers so thin that the patient seldom sees 
one, or if Sisters are so scarce that they 
cannot visit the sick or meet the public 
in key positions, or if you are so busy 
that you have no time to hand pick and 
train lay substitutes for such positions, 
is our hospital going to be as completely 
Catholic as Christ would want it? 
Sister John of the Cross, director of 
Hos 


urged that printed 


nursing service at St. Vincent's 
pital, Portland, Ore., 
or mimeographed matter devoted to 
Catholic practices be inserted in each 
intern’s manual and in each nurse's pro 
book. Such 


she said, should be distributed to each 


cedure information sheets, 
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floor and to every department, including 
and 
Only through the printed and spoken 


social service outpatient clinics. 
word can we lead all personnel from the 
floor mopper to the top surgeon to not 
just see the sick, but to see Christ in 
the sick and to go ahead under Catholic 
directives for the maximum care of the 
patient, physically, mentally and spirit 
ually, 

His Cardinal 


Stritch, Archbishop of Chicago, in the 


Sister John said 


Eminence Samuel 


opening address of the convention said 


with SHELDON 
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STANDARDIZATION and SPECIALIZATION 


Additional equipment for existing installations or 
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maximum economy in terms of inc reased utility, 


Whatever the problem, Sheldon’s familiarity with 


laboratory planning 


solution 


Look TO SHELDON 
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careful 


an aid in proving a sound 


that the medical profession has not faced 
squarely the problem of adequate medi- 
cal care for all. “We face today the prob- 
lem of fitting adequate medical care in- 
to the lives of the middle class group, 
said Cardinal Stritch. “We cannot solve 
simply condemning 
All the 
arguments we have put forward against 


this problem by 
governmental regimentation 


cempulsory medical care are well bal- 
anced enough, but we must still find a 


way to provide sane and reasonable 


assistance from public authorities with- 


IT'S THE DETAILS THAT 
MAKE THE DIFFERENCE 


The dairy installation shown 
above provides complete 
cleaning accessibility—under 
the cabinets as well as else- 
where. Ball type pedestal sup- 
ports provide virtually" ‘point” 
contact with the floor. Another 
example of practical and eco- 
nomical adaptation of Sheldon 
standard practice and design 
to meet special requirements 


o> 


and 


The key to your 
complete 
equipment 
problem 





i A a COMPANY 


MUSKEGON, MICHIGAN 


out the tone ot the present compulsory, 
all-inclusive, federal proposals. I am 
afraid that the medical profession has 
not faced as squarely as it should this 
commanding social problem.” 

Msgr. John Barrett, president of the 
association, condemned the concept that 
only the federal government through 
compulsory health legislation can solve 
the problem. He Catholic 
group believes that voluntary organiza 
tions and private initiative, backed by 


said the 


government financial support, can and 
will solve the problem of furnishing 
high-grade medical and hospital care 
to all at a price within reach 

Msgr. Robert A. Maher, vice chair- 
man of the association’s administrative 
board, summarized the action of that 
group. He stated: (1) Catholic 
pitals are being fairly treated under Pub- 
lic Law 725; (2) 


tain that Catholic hospitals will be in- 


hos- 
it seems almost cer- 


cluded under the revision of our social 


security laws; (3) it doesn’t look at 
present as though the federal bill for aid 
to medical and nursing education would 
be passed by this Congess; (4) the 
Catholic goup is pressing forward on 
the important problem of full cost pay 
ments for the care of indigent patients 

A sectional meeting on Catholic ad- 
mission policy followed the theme, 
“How can Catholic hospitals maintain 
the Catholic spirit of charity and still 
Sister Kathleen 
Parris, business manager at St. Vincent's 


Hospital, Toledo, pointed out that the 


balance the budget?” 


admitting officer must inspire confidence 
toward the hospital in the patient's 
mind and added that a sound, well or 
ganized, friendly admitting procedure 
makes the job of the credit and collec 
tion officer much easier. She urged that 
in all cases the ability of the patient to 
pay for 
selected be determined before the pa 
tient Charity al- 


the type of accommodation 
admitted. 
lowances must be conserved for the truly 


is actually 


needy, said Sister Kathleen. Sister Mary 
Eileen, administrator, Mercy Hospital, 
Cedar Rapids, Iowa, said the hospital 
credit policy must also be flexible. No 
person really requiring immediate ad 
mission to the hospital as determined 
by a physician should ever be turned 
away because he could not pay an ad- 
vance bill or find someone to guarantee 
the account, she declared 

The Rev Schindler, Di- 
ocesan Director of Catholic Hospitals, 
East St 
charity means making a careful study 


Clement G 


Louis, IIL, suggested that true 


The MODERN HOSPITAL 





‘Prove.POWERS 


THERMOSTATIC SHOWER MIXERS 
Give SAFEST Contro! Obtainable 


DIAL DIA. 6” 


ONLY ONE MOVING PART — Powerful thermostatic 
motor assembly is easily accessible from the front. 
Simple and durable construction insures long life and 
minimum of maintenance. 


SS 


STANDARD TESTS 


Federal Government Specifications (WW- 
P-541la) require that thermostatic water 
mixing valves be tested under conditions 
specified below: 
Pressure Changes in 
Hot and Cold Water Supplies 


50% Increase in pressure 
50% Decrease in pressure 
Failure of Cold or Hot Water Supply 


Temperature Rise in Hot Water Supply 
100° rise in temperature of hot water supply 
from 125 to 225°F 


ee @ Proof obtained from tests described at left will 
If You Test show that no other thermostatic or pressure actu- 
Various Water Mixing Valves ated shower mixer provides the greater safety 


by the above conditions . . . insured by a Powers Type H Mixer. 
you will find that a2 P ; . . 
POWERS Type H In 1923 POWERS pioneered with the first pres- 


THERMOSTATIC WATER MIXERS sure actuated type mixer which has been ob- 
Will Out-perform soleted by our far superior Type H Thermostatic 

All Other Mixers Mixer. Its powerful quick acting thermostatic 

Note that Government test specifications motor gives the most accurate control obtain- 


include TE MP ERATURE rise. Pressure able regardless of pressure or temperature changes 
actuated mixers do not safeguard shower in water supply lines. 


users against this danger. 
When only one shower accident may cost many 
“The BEST Showers times more than POWERS mixers, why risk 
being “‘half-safe’”’ with less than the safest mix- 
er made? 








THE POWERS REGULATOR CO. 


OFFICES IN OVER SO CITIES @ SEE YOUR PHONE BOOK 


Over 58 Years of Water Temperature Contro/ 


CHICAGO 14, ILL., 2770 Greenview Ave. « NEW YORK 17,N.Y., 231 E. 46 St. 
are regulated by POWERS’’ LOS ANGELES 5, CAL., 1808 W. 8th St. » TORONTO, ONT., 195 Spadina Ave. 


Vol. 75, No. |, July 1950 





NEWS... 


of each patient's paying ability and then 


working out a fair payment plan for 


each. We are doing an injustice rather 


than performing a Christian act of 


charity when we fail to collect from 


the 
He 


warned hospitals of a steadily increasing 


patients who can and should pay 


full cost of their care, he asserted 


drive to take away tax exemption unless 


a reasonable amount of free work is 


done. Catholic hospitals must estimate 


the value of the Sisters’ services on the 


basis of the salary that equivalent work 


In 


; preciatior 


ers would receive and then let the public 
know just how many thousands of dol- 
lars this service represents, as the Sis- 
ters charitable contribution to the hos 
pital care of the community, he said 
Every administrator knows that the 
hospital which can claim a sizable, suc- 
cessful and popular auxiliary has _re- 
an indisputable seal of public 
approval, according to Sister Martha 
Mary of St. Clare's Hospital, New York 


The subjects of gift shops, coffee 


ceived 


City 
shops, visitors’ guides and aids, informa- 


To those who have made possible 


our years of growth—architects, 


engineers, builders and hardware dealers— 
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on the occasion of the Fiftieth Anniversary 


of our Company. 
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Oscar C. 


4450 CARROLL AVENUE 
ESTABLISHED 


Rixson Company 


CHICAGO 24, ILLINOIS 
1900 


tion clerks, and many other 
opened to auxiliary groups were thor- 
oughly discussed at a session on volun- 


projects 


teer projects. 

Surgeon General Leonard A. Scheele 
Public Health Service told a 
general assembly that the fabric of 
American life is the life of the neighbor- 
ly community, and no other community 


of the 


institution so fully expresses the impulse 
to be a good neighbor as does the hos- 
The nation’s small but growing 
experience with regional hospital organ- 


pital 


ization and planning, Dr. Scheele said, 
is the distinct contribution of voluntary 
hospitals and a few private foundations 
The sooner we increase that experience, 
he added, the sooner hospitals and their 
communities will have direct evidence 
of the benefits of regional planning and 
organized services. The Surgeon Gen 
eral pointed out that small institutions, 
especially those in small communities, 
cannot provide complete service within 
their own walls. “How can the quality 


of service be raised in ill-equipped, in 


adequately staffed hospitals?” he asked 
Up to the present time the trend to 
ward regional planning and organiza- 
No 


state plan is perfect, | am sure, and some 


tion of services is terribly slow 


leave much to be desired, but it is dis 
couraging that many hospitals and com- 
munities are not even cooperating with 
their state agency in abiding by the plan _ 
pproved by the state advisory council 
for the location and construction of 
facilities 


No 


can consider itself an entirely independ 


Catholic hospital in these days 
ent unit and overlook its relationship to 
the other Catholic hospitals in the dio 
cese and to all hospitals in the area, the 
Rev Brooklyn 


warned. It seems to be a common fail 


Francis P. Lively of 
ing in Catholic hospitals, Father Lively 
said, to have a small, select group, and 
not infrequently a single doctor, domi- 
nate the entire staff for a long period of 
He urged the allocation of staft 
Catholic 


years 


appointments for doctors in 
hospitals on an equitable basis to pre 
vent a few doctors from having choice 
in several institutions 


no afhliation at all 


appointme nts 


where others have 
Father Lively also urged cooperation in 
nursing education, so that central schools 
of nursing could economize on faculty 
time, and cooperacion among Catholic 
One 


hospital in a region could train record 


hospitals in training technicians 


librarians, another laboratory techni 


cians, and so on, he suggested 
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Mary E. Switzer, assistant to the Fed 
eral Security Administrator, spoke about 
planning. In this period 
when more and more responsibility has 


Sisterhood 


been assumed by the government, state 
and local as well as federal, there has 
been a growing concern about how com 
munity effort and responsibility can be 
stimulated and whether the traditional 
pattern of our voluntary institutions in 
the field of health and welfare can meet 
current needs in the field, Miss Switzer 


said. As running the hospital becomes 


more and more a task for the adminis- 
trator, the fiscal agent and the highly 
specialized technical staff, the ideal of 
personal service can be submerged, she 
The 
tics of our nursing Sisterhoods could be- 


warned distinctive characteris- 
come so diluted in this process as no 
longer to be an important influence in 
the care of the sick, Miss Switzer said 
She urged Catholic groups to study par 
ticularly the problems of opening hos 
pitals in places where most groups fear 
to make the effort 
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apartment house 


“It takes daring to move into a com- 
munity poorly served, full of prejudices, 
jealous of being far behind much of 
Miss Switzer stated. “It 
takes dedication not only to bring to 
medicine and 
health care but, through giving of serv- 
ice, tO 


the nation, 


such a setting modern 
for our 


sick neighbors and our determination to 


rouse Our Compassion 
make sacrifices to bring them what they 
need 

Sister Bernadine, administrator of St 
Elizabeth's Hospital, Drayton, N.D., dis- 
the encountered in 
operating her small general hospital of 
approximately 20 beds. She pointed out 
that employes in such a small hospital 


cussed difficulties 


must be versatile and trained in many 
jobs. She emphasized the fact that only 
through allying her hospital with larger 
institutions in the she be 


certain that the patients in her hospital 


area could 
would get adequate medical services. 

Dr. Louis Block, deputy chief, Division 
of Hospital and Medical 


U.S. Public Health Service, pointed out 


Resources, 


that the hospital coordination program 
is only a means of bringing services 
and resources to all the people within 
a hospital area. Coordination, he said, 
must of necessity be achieved, and a 
continuing program of public educa- 
tion as to the true meaning of a co- 
ordinated hospital system must be car- 
ried out 

George Hendrix, chief, division of 
construction and services, Illinois State 
Department of Health, stressed the fact 
that the size of a hospital should be 
measured in terms of its ability to serve 
its patients and not by bed count. IIli- 
nois, he said, will build no hospitals 
fewer than 50 beds under P. L. 
feeling that a 50 bed hospital is the 
smallest size in which reasonably well 


rounded service can be achieved 


795 


Even 
50 bed hospitals must make some ar- 
rangement with larger hospitals in the 
area for consulting services, Mr. Hend 
rix added 

In his induction speech as president 
of the association, The Right Reverend 
Monsignor John R. Mulroy of Denver 
paid high tribute co the fine work of 
Msgr. Barrett of Chicago, the retiring 
president. Outlining what seemed to 


him to be the primary interest of the 
Catholic group, Msgr. Mulroy stressed 
the 


the form of institutes, workshops and 


importance of in-service training in 


the like for all people concerned with 


the operation of a hospital He urged 


Sister administrators to attend such in- 
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NEWS... 


stitutes and to send their department 


heads. A 
Catholicity of our hospitals has arisen 


serious challenge to the 


trom the difficulty of maintaining a per 


sonal and spiritual interest in the wel 


fare of each patient as a human being 
Father Mulroy said We must catch up 


with scientific progress and, without 


being obtrusive, bring the Catholicity 
of our hospitals to the foreground. Be 
Catholic our hospitals 
We 


each patient's life and 


cause they are 


must be human institutions must 


be interested it 


problem—his family, if need be,” he 


concluded. Msgr. Mulroy urged all the 
Catholic Sister groups to interest them 
selves in the care of the chronically ill, 
aged, tuber- 


culous 


the the mental and the 

Commenting on attendance at the ex- 
hibits, one exhibitor expressed the feel 
ing of many when he said, “I wish the 
delegates to all hospital meetings would 
spend as much time and give as much 
thought and attention to the exhibits as 


do the Catholic Sisters attending these 


Specified for America’s Finest Hospitals 


KEW. 


Reg. U. S. Pat. Off. 


NER 


HEAVY DUTY BOILERS 
(Oil... Gas... or Coal) 


The result of 80 years’ experience, Kewanee Steel Boilers are 
providing dependable and economical steam in thousands of 
America's finest hospitals, sanitariums and other institutions. 

Built of sturdy steel plate (and complying with ASME and SBI 
Codes) with extra stout stays and braces, this heavy duty 
series has all the characteristics which make firebox 
boilers ideal for commercial high pressure with all-fuel 


convertibility. 
SS 


Rex. U.S. Par. Off. 
MEMBER 


In sizes for 10 to 304 horse power 
100, 125 and 150 Ibs. WP. 


KEWANEE BOILER CORPORATION 


KEWANEE, ILLINOIS ; 
Branches in 60 Cities—Eastern District Office: 40 West 40th Street, New York City 18 
Division of American Rapiator & Stardard Saritary coxroration 


annual meetings of the Catholic Hos 
pital Association 


Montefiore Hospital Opens 
Division of Social Medicine 

New YORK A division of social 
medicine has been established at the 
Montefiore Hospital here, Dr. E. M 
Bluestone, hospital director, announced 
last month. The division is on a pat 
with clinical and laboratory divisions 
of the hospital staff, Dr. Bluestone said 
The entire staff is on a full-time basis, 
it was explained 

Dr. Martin Cherkasky has been ap 
pointed chief of the social medicine divi 
sion, which will include the hospital's 
social service departments and will also 
direct operation of the home care pro 
gram, a group practice unit operated in 
athliation Health 


Plan of New York, and a new 


Insurance 
health 


with the 


maintenance center 
The 


new project sponsored jointly by che 


health maintenance center is a 
hospital, Columbia University College 
of Physicians and Surgeons and the Com 
Service Society. The project 
S00 New York families as 
“study in detail” of family 
The 


concerned 


munity 
will select 
subjects of a 
health, it was explained center 


will 


physical ailments, preventive medicine 


direct’ programs with 
and social problems presented by the 


The 


nance center was described by Dr. Blue 


subject families health mainte 


stone and Stanley Davies, director of 


Community Service Society, as “a frontal 
attack on the problem ot preventing, 
rather than curing, disease through the 
combined 
social work, psychology, psychiatry and 


forces of clinical medicine, 


education Ir will be undertaken in 


September, the announcement said 


Stages Health Parade 
New YorRK.—In a_ unique 
raising effort, the Mount Morris Hos 
pital of Harlem Harlem 
Health Parade The 
parade was a feature of the Negro hos 
pital’s drive to raise $100,000 needed 


fund 


staged a 


here last month 


to complete expansion of its facilities 
to 100 beds 

Many of the government and social 
service agencies active in Harlem par 
ticipated in the parade, which included 
units and floats symbolic of various 
health problems and activities in the 


community 
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Depend on FRIGIDAIRE— 


RELIABLE AIR CONDITIONING 
FOR EVERY HOSPITAL NEED! 


General comfort or special purpose —whatever your air conditioning 


need, you'll find Frigidaire your best answer. From Frigidaire’s full . ; 
line, you’re sure to get exactly the proper kind of air conditioning in For offices and larger rooms, choose this 


new Frigidaire Window Model Air Con 
ditioner, (ARM 100.) It’s easily installed, 
completely self-contained—and it gives 


thrifty, just-right capacities. And you can count on Frigidaire air con- 
ditioning — just as you count on Frigidaire refrigeration —for dependable, 


e » » é ’ -s years O uble-iree service, 
turdy equipment that give ears of trouble-t i you greater cooling capacity. 











For laboratories, allergy wards, chil 
dren’s wards, larger Frigidaire Self-Con- 
tained Air Conditioners enable you to 
provide air conditioned comfort at a 
minimum of expertise. They re easily it 
stalled, with no major building altera 


tions —no interruption of normal routine 


For hospital rooms, a Frigidaire Window Model Conditioner 
supplies plenty of cool, dry, pollen-free air 


‘| his Frigidaire W indow Model Ain New low prices make Frigidaire W in- 
Conditioner (ARL-50) can be quickly dow Model Air Conditioners and 
installed in almost any window. larger Self-Contained Air Condi- 
It's compact—completely self-con- tioners outstanding values. For full 
tained —yet gives you real, 5-way details, call your dependable Frigid- 
air conditioning. It cools, dries, aire Dealer. Look for his name in 
cleans and circulates air—venti- the Yellow Pages of your phone 
lates with fresh air. And it’s powered book, under “Air Conditioning” or 
by the thrifty, quiet Meter-Miser — “Refrigeration Equipment.” Or write 





For larger areas, the best answer is often 


a Frigidaire Central System. This heavy ; ci PRES 2. — 
same refrigerating unit used in fa- Frigidaire Division of General 


duty equipment ts powered by hig. rugged = , : 
yak mous Frigidaire Refrigerators, and Motors, Dayton 1, Ohio. In Canada, 


Frigidaire Compressors. And = its de “ 
signed so that it can be arranged to Spec ially warranted for 5 years. Leaside 12, Ontario. 


handle a wide variety of space-sizes ind 
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Air Conditioning 


Reach-In Refrigerators . Electric Dehumidifier . Compressors 


Low-Temperature Cabinets ° ice Makers . Beverage Coolers 


Over 400 Frigidaire commercial refrigeration and air conditioning products — most complete line in the industry. 
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Middle Atlantic Assembly 
Meets in Buffalo 


( Continued Page 


As he has done at re- 


From 130.) 


hospital system 


gional hospital meetings throughout the 


Hatfield 


urged coordinated planning among the 


country in recent months, Mr 


various federal, state, local and voluntary 
apenc ies concerned with hospital care 
of the public 

In another presentation at this ses- 
Dr. Herman E. Hilleboe, New 


York state health commissioner, warned 


$10n, 


against the concentration of government 
hospital resources in 
small 


a comparatively 
number of ‘large institutions. 
Rather, he suggested, public funds could 
be used more effectively through wider 
distribution among smaller institutions 
doing equally important work 

Special problems of safety, hospital 
insurance, communicable disease care 
and hospital association activity were 
discussed at the final session of the gen- 
while these and other 


eral assembly, 


phases of hospital operation were re- 


more than ever... 


the word is 


EspecitaL.ty designed for room and 


ward. Chairs have Plastelle 


metal 


finish in modern colors to match other 


room furniture. Constructed 


for 


heavy-duty hospital use. Upholstered 


in any of Royal's famous, guaranteed 


upholstery materials. 


No. 711 Room Chair 


*See it where you see this emblem of your 
Authorized Royal Dealer... or write: 


No. 870 Lounge Chair 


1 Complete Range 
of Professional 
Ios pital Seating 
for all Depart- 


ments. 


No. 723 Straight Chair 
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ROYAL METAL MANUFACTURING COMPANY 


175C NORTH MICHIGAN AVENUE + CHICAGO 1 


New York 


Los Angeles 


Preston, Ontario 


viewed by speakers at the morning ses- 
sions of the state hospital associations. 
During the assembly, the following of- 
ficers were elected by the participating 


state associations 


NEW YORK STATE ASSOCIATION: presi- 

dent: Carl P. Wright Jr., Utica; vice presi- 
dents: F. Wilson Keller, New York, and 
Dorothy Pellenz, Syracuse; secretary: Carl P. 
Wright Sr., Syracuse; treasurer: Moir P. Tan- 
ner, Buffalo. 
Trustees: Bernard McDermott, Brooklyn; Vernon 
A. Reed, Buffalo; John H. Hayes, New York; 
William G. Illinger, White Plains; and Marian 
Sawtell, Binghamton. 

PENNSYLVANIA ASSOCIATION:  presi- 
dent: Alma M. Troxell, Oil City; vice presi- 
dents: E. Atwood Jacobs, Reading, and Sister 
M. Adele, Pittsburgh; treasurer: Robert W. 
Gloman, Wilkes-Barre. 

Trustees: Jane J. Boyd, Butler; George A. 
Hay, Philadelphia; William E. Barron, Pitts- 
burgh; and J. Hamilton Chester, Philadelphia. 

NEW JERSEY ASSOCIATION: president: 
Anthony W. Eckert, Perth Amboy; president- 
elect: W. Malcolm MacLeod, Elizabeth: vice 
president: William B. Meytrott, Trenton; 
treasurer: Howard S. Lyon, Somerville; execu- 
tive director: J. Harold Johnston, Trenton. 
Trustees: William L. Chapman, Hackensack; 
and Sister Claire Dolores, Montclair. 





COMING MEETINGS 


AMERICAN ASSOCIATION OF BLOOD BANKS 
Stevens Hotel, Chicago, Oct. 12-14 


AMERICAN ASSOCIATION OF MEDICAL REC 
ORD LIBRARIANS, Somerset Hotel, Boston 
Oct. 22-27 


AMERICAN ASSOCIATION OF 
THETISTS, Ritz-Carlton Hotel, 
Sept. 18-21 


AMERICAN COLLEGE OF HOSPITAL ADMIN 
ISTRATORS, Traymore Hotel, Atlantic City, Sept 
17, 


NURSE ANES 
Atlantic City 


AMERICAN COLLEGE OF HOSPITAL ADMIN- 
ISTRATORS, MIDWEST INSTITUTE FOR HOS 
PITAL ADMINISTRATORS, University of Colo 
rado, Boulder, Colo., Aug. 14-19 INSTITUTE 
FOR HOSPITAL ADMINISTRATORS, International 
House, Chicago, Sept. 5-15; FELLOWS’ SEM 
INAR, University of Chicago, Dec. 13-16 


AMERICAN CONGRESS OF PHYSICAL MEDI 
CINE, Hotel Statler, Boston, Aug. 28.-Sept. | 


AMERICAN HOSPITAL ASSOCIATION, Atlantic 
City, Sept. 18-21. 


AMERICAN OCCUPATIONAL THERAPY ASSOCI- 
ATION, Coiorado Hotel, Glenwood Springs 
Colo 


MARYLAND.DISTRICT OF COLUMBIA-DELAWARE 
HOSPITAL ASSOCIATION, Lord Baltimore Ho 
tel, Baltimore, Oct. 30, 31 


MICHIGAN HOSPITAL ASSOCIATION, 
Hotel, Detroit, Nov. 12-14. 


ONTARIO HOSPITAL ASSOCIATION, Royal York 
Hotel, Toronto, Oct. 30-Nov. |. 


Statler 


WASHINGTON STATE HOSPITAL ASSOCIATION 
Davenport Hotel, Spokane, Sept 


1951 


AMERICAN PROTESTANT HOSPITAL ASSOC! 
ATION, Congress Hotel, Chicago, March |, 2 


ASSOCIATION OF METHODIST HOSPITALS, Con 
gress Hotel, Chicago, Feb. 28.-March | 


SOUTHEASTERN HOSPITAL CONFERENCE, St 
Petersburg, Fia., April 3-5 


SOUTHWIDE BAPTIST HOSPITAL ASSOCIATION 
COMMISSION OF BENEVOLENT INSTITUTIONS 
OF THE EVANGELICAL AND REFORMED 
CHURCH, ASSOCIATION OF EPISCOPAL HOS- 
PITALS, Congress Hotel, Chicago, Feb. 28 
March | 


TRI-STATE HOSPITAL ASSEMBLY 
Chicago, April 30-May | 


Palmer House 
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ALL GOOD TIMES TOGETHER! 


tf THE ALL-FAMILY DRINK! 


fa 


Load your family into the car and head for 
your favorite outdoor spot. And be sure to 
take plenty of 7-Up. Inviting and 
clean-tasting—that’s 7-Up—the all-family 
drink that adds to all-family fun for millions. 


S0 Lie... 50 Go0d».. 
So wholesome 
Jor everyone / 








Vol. 75, No. |, July 1950 





NEWS... 


Cutback of V.A. Hospitals by architects and contractors before the 
Cost More Than $10,000,000, President ordered elimination of 24 new 
V.A. Spokesman Asserts hospital projects and 13 additions, it 


WASHINGTON, DC In support 
of congressional action looking toward 


was explained 
Some of the losses will be recovered, 


the V.A. spokesman said, if the cutback 


restoration of the 16,000 bed cutback 
is restored before the present session of 


of the Veterans Administration hospi- , 
Congress is adjourned. A bill restoring 


tal construction program, a V.A. spokes 
tii, I the cutback was passed by the House 


man last month said the cutback had , 

last month and is awaiting action by the 
already cost the government more than ; 
$10,000,000. The money had been spent 


on plans, sites and preliminary work BUFFALO, N.Y Leaders of veter 


Senate, it was explained 


hen you provide our Medical Abstract Service 


Every day current medical publications tell of new 
diagnostic discoveries, operative procedures, therapy 
and drugs. If your staff doctors could read these 
articles today—tomorrow your patients might benefit. 


Articles from over 100 Medical Journals... 


are selected each month by our Editorial Board 

Our editors evaluate ond abstract the material 

We mail it to your hospital. You then make available 
to your staff latest proven medical findings vital 

to general and specialized physicians 


Make Your Medical Library More Complete... 


by providing this wealth of current information on 
easy-to-read, easy-to-file, easy-to-find, cards. Hundreds 
of leading physicians have saved time with our 
Medical Abstract Service since 1943 


It Costs Less Than 2c a Day... 


to do this for your staff—to keep them informed 
of medical advances as they are made 


SEND FOR FREE SAMPLE ABSTRACTS and PRICES 


the busy as 7 7 
PHYSICIAN'S @ Physicians’ Record Co., Publishers of 


FILOFAX Medical Vihact Service 


161 West Harrison Street, Chicago 5, Illinois 


brief, complete SOROS eH Hee EEE SEE EEE SEES EEE SEEEES 


functional . . . 
Send to Hospital 


Abstracts are printed on 


4 x 6 cards. File Guides 


Address 


and Filing Manual (based Requested by 


on Inde Medic are 
, 2 24 City Zone State 


CJ Include information and samples 
of your Hospito! Abstract Service 


CCPH HHH EEE EEE HEHEHE HEHE EEE EEE TEESE 


furnished with first sub 


scription without charge 


ans organizations said here last month 
that the administration and the bureau 
of the budget were “trying to do away 
with hospitalization of veterans for non 
service-connected disabilities.” An Amer- 
ican Legion official added that the legion 
had been “carelessly misquoted” on its 
stand in connection with the recom 
mendations of the Hoover Commission 
on hospitalization costs 

Clyde A. Lewis of Plattsburg, N.Y. 
speaking at a meeting of the Veterans 
of Foreign Wars here, said the 16,000 
beds which President Truman sought 
to omit from the Veterans Adminis 
tration construction program were “bad 
ly needed 

In another meeting, William ] 
Regan, a county othcial of the American 
Legion, said the legion was not opposed 
to the Hoover Commission report in 
its entirety or opposed to “economy 
and efficiency in government 


Teaching Unit Named 
for Dean Moffitt 

SAN FRANCISCO,—The contemplated 
$20,000,000 building program for the 
University of California Medical Center 
here will have as its first unit a teaching 
hospital to be known as the Moffitt Hos 
pital, in honor of Dr. Herbert C. Mot 
fitt, former dean of the university medi 
cal school, it was announced here last 
month. The hospital will be a 12 story 
structure and will be integrated with a 
medical sciences building featuring re 
search facilities adjacent to and on the 
same floor with related clinical facilities 
in the hospital. 


Dedicate $2,000,000 
Addition to Beth-El Hospital 


BROOKLYN, N.Y Ceremonies 
dedicating the $2,000,000 addition t 
Beth-El Hospital here were held last 
month with Oscar R. Ewing, Federal 
Security Administrator, as the principal 
speaker. Joseph I. Aaron, chairman ot 
the hospital's building committee, laid 
the cornerstone tor the new structure 
which will add 120 beds to the present 
40 bed hospital 

Mr. Ewing said he was opposed to 
any system under which all doctors 
would work for the government. “They 
have that kind of socialized medicine in 


Russia, and I don't want any part of it 


here,’ he declared. Mr. Ewing stated 


that he and President Truman would 
gladly relinquish their national health 
program if someone would come 


along with a better way to do the job 
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. It’s vitally important in the pure alcohol you use in your 
hospital. And you'll find no ugly ducklings among the 
alcohol shipments you get from U. S. I. They’re always 


uniform, always of the same high purity. 


Because U. S. I. pure alcohol U. S. P. is subjected to the most 
rigid tests for purity—tests for acetone, aldehydes and fusel 
oil, non-volatile matter, amyl alcohol, methy] alcohol, 
alkaloids, and acidity. It conforms not only to U. S. P. 
standards but also to added exacting requirements set up 


by U. S. I.’s own modern, well-equipped laboratories. 


Use it with confidence in the pharmacy ... in the laboratory 
..in the operating room ...in any of the countless hospital 
applications of alcohol. You can be sure of its uniform 


high purity. 


PURE ALCOHOL u.s.P. 
You Can Rely on U.S. 1. 


in¢., 60 BAST 42008 STREET, BHEW YORK 17, 8. F 


163 








ABOUT PEOPLE 


(Continued From Page 88.) 





Guidotti, a graduate of the Royal Uni 
versity of Naples, won the Legion of 
Merit 
services in World War II. 

Dr. Henry Brill, assistant director of 
West Brent 


1943, became director 


decoration for his army medical 


Pilgrim State Hospital at 
wood, L.I., since 
of Craig Colony for Epileptics, located 
at Sonyea, N.Y., on June 1. 


Harry M. Piper Jr. has been appointed 


to the staff of St. Luke’s Hospital, St. 
Mr. 


Piper, who assumed his duties at St. 


Louis, as assistant to the director. 
Luke’s on June 15, had been publicity 


director of the St. Louis Chamber of 
Commerce since 1946. 
Lt. Col. David 
C. Burke has been 
appointed the first 
chiet of manage 


ment in the his 
tory of the Army 
Medical 
Walter Reed Gen 


Hospital, 


Center, 


eral D. C. Burke 


Nal Pheno X 


SAFE-QUICK GERMICIDE 


SAN PHENO X has an amazing 
success story in the hospitals of the 
nation. It was one of the first pleasant 
smelling yet powerful non-specific 
germicides. Best of all, San Pheno’s 
low cost made possible the use of one 
germicide for every job on animate or 
inanimate surfaces. Diluted 1 to 200, 
it is effective on E. Typhi, Staph 
Aureus and T. B. germs, even in the 
presence of organic matter. Does not 
corrode or dull instruments. Can be 
used safely at recommended dilutions 
on human tissue as well as rubber or 
metal. Write for sample. 


HUNTINGTON LABORATORIES, INC. 


TORONTO 
CANADA 


HUNTINGTON 
INDIANA 


et — mind TOxic . poweRFUL 


* 


f sy 


Washington, D.C. Col. Burke has been 
adjutant of the center since February 
1949. Prior to that, he 
officer of the 71st Station Hospital in 
Korea. 
381st Station Hospital Detachment 


was executive 


He was also commanding off 
cer, 


in Okinawa. 


Hubert M. Johnson succeeded L. S. 
Messick as James 
Walker Memorial Hospital, Wilmington, 
N.C., June Mr. recently 
completed a course in hospital admin 
Duke School ot 


assistant director of 


15. Johnson 


istration at University 
Medicine. 


Dr. J. Ralston Wells has been named 
manager of the Veterans Administration 
under construction at 
Dr. Wells had been 
manager of the V.A. hospital at Dallas, 
Tex., 1947. He has 
been succeeded there by Dr. Frederic R. 
Eastland, chief of professional services 
at the V.A. hospital at Lake City, Fla. 


Hospital 
Grand Island, Neb. 


now 


since December 


Department Heads 


Margaret Rouil- 
lion assumed the 
position of direc 
tor of social ser 
Luke’s 
New 


sty, 


we at St 
Hospital, 
York (¢ 
May 1, 
the 
Grace Cooke, Miss 


on 
following 
retirement of 
RES AOE Margaret Rouillion 
the social service department for 34 years 
for 11 of those 


and its director years. 


Mrs. Edna Witham 
tendent of nurses at Women’s Hospital, 
New York 


years, and instructor at Hunter College 


Dover, superin 


City, for five and one-hali 
for two years in clinical teaching, prin 


ciples and methods of supervision and 
ward administration in hospitals, is now 
superintendent of nurses at Overlook 
Hospital, Summit, N.J. Clothilde Mun- 
ster, who had been acting superintendent 
of nurses at Overlook, has been made 
assistant superintendent of nurses and 
educational director. Other appointments 
at Overlook are those of Dr. George 
Manley Himadi as full-time radiologist, 
Mrs. 


housekeeper 


and Frances Demas as executive 


Betty J. Snyder has been appointed 
executive dietitian of Baroness Erlanger 
Hospital, Chattanooga, Tenn. Miss Sny 
der joins the staff of the hospital direct 
from Kansas State College, where she 
acquired her master’s degree in institu 
tional management. Prior to her work 


at Kansas State College, she was with 
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SPEEDS PRODUCTION. 


Pushbutton control gov 
erns unloading of work 
from this Cascade Auto 
matic Unioading Washer 
into Notrux Extractor 
containers. Job takes less 
thon a minute. Mechani 
cally loaded and unloaded 
Notrux Extractor (fore 
ground) soves up to 22 
man-minutes a load. Pho 
fo courtesy of American 
laundry Machinery Co 
and Deaconess Hospital 


Mechanizing with MONEL 
proves big factor in 


Boosting Laundry 
and SAVING 


This 225-bed institution needed more 
laundered linens than its hard-pressed 
laundry department could turn out in 
a 54-hour work week 


Gets expert advice 
The laundry manager turned to AMERI 
CAN LAUNDRY MACHINERY COMPANY 
for suggestions. Following their recom 
mendations, Deaconess installed mech- 


anized equipment of Monel®. 


That did it! Today, thanks to modern 
high-speed production methods, all de- 
partments at Deaconess Hospital have 
plentiful supplies of ste rile-clean linen 
What's more, the laundry manager has 


been able to release 5 workers to other 


RIGHT NOW! 


| | 
1ZE with 
MECHAN . , 
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at Deaconess Hospital 
Spokane, Washington 


jobs. He has cut the work week to 42 
hours. And he is saving $218 a week 


in laundering costs. 


Pushbutton efficiency 


Included in the equipment of the mod 
ernized laundry department are 2 Cas 
Unloading Washers 


with “Companion Controls,” and a 


cade Automatic 


Notrux extractor. All operated by push 
buttons, these machines are tremendous 
labor Savers and production boosters 
For example, the washman has only 3 
simple things to do in washing each 
load. Automatic controls take care of 


everything else 


Guesswork is ended. Supplies are 
measured mechanically: they cant be 
wasted. Automatically-timed washing 
steam, 


cvcles conserve power and 


MONEL one OF SERVICE 


water. And washing quality is always 


up to standard. 


Monel protection 

Because this mechanized equipment is 
made of Monel, every load is safe from 
damage. Tougher and stronger than 
structural steel, Monel is rustproof and 
corrosion resisting. It stands up against 
soaps, detergents, alkalis, starches, di 
lute bleaches and fluoride sours. Wash- 
er cylinders and extractor baskets stay 
smooth, don’t develop pits and rough 
spots. 

In all departments 
These, of course, are the same char- 
acteristics that make Monel so useful 
throughout the hospital. For major 
types of equipment in clinics, labs, op- 
erating and sterilizer rooms, there is 
nothing finer than Monel. 


THE INTERNATIONAL NICKEL COMPANY, INC. 
67 Wall Street, New York 5, N. Y. 





Cook County Hospital, Chicago, and 


Victory Memorial Hospital, Waukegan, 


Ill 
Dr. Elliott S. 
pointed chiet of the surgical division of 


New York City, 


Hurwitt has been ap 


Montefiore Hospital, 
basis 


on a full-time 


Annie Laurie Green has resigned as 


Randolph 


superintendent of nurses at 
on July 1. 


Trustees 

Charles D. Halsey, president otf the 
United Hospital Fund, has been re 
elected chairman of the board of trus 


tees of New York Medical College 


superintendent of nurses of 
Asheboro, N.C., 


basis at the same 


Hospital, 
esthetist on 
hospital. Marie 
] ? years 
Piedmont 


boro, N 


Mail coupon 
TODAY for free 
Sample Folders 

containing actual 
Marlite samples 


a tull-time 
Hutchins, for the last 
superintendent 
Memorial 


suc ceede d 


Hospital, Crreens in 
Miss 


Randolph 
Deaths 


John E. Ransom, director of the 


to bec ome an 


ot nurses at 


Gsreen as 


new, money-saving ideas 
for modernizing with Marlite 


Learn how you can plan smart, business-attracting 
beauty plas utility and ease of 
Three new Marlite idea folders are now 
help you solve the problem of modern 


interiors that offer 
maintenance 
available to 
izing lobbies, offices, hallways, wash rooms, lounges, 
corridors, operating rooms, and other service areas 


LOW COST INSTALLATION — Marlite plastic-finished 
wall and ceiling panels go up fast over any wall, save 
installation time and cost, put areas back into service 


quickly 
ELIMINATE COSTLY REDECORATING —— Marlite's hard, 


durable, waterproof finish never needs periodic refin 
i 


ishing. Beauty and color are permanently sealed im 


dirt, odors, grease and smudges are sealed out. To 


clean, just wipe occasionally with a damp cloth! 
PLASTIC-FINISHED 
WALL and CEILING 


PANELS 


divi 


sion of hospital services in the Georgia 
State Health Department, died recently 
Atlanta, Ga., as the result of injuries 


received in an automobile crash April 29. 
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Nome 
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ty 


In his long hos 


He was 68 years old 
pital career, Mr. Ransom was associated 
with hospitals in the eastern 
United time he was 
executive director of the Greater New 
York Hospital Council. For 13 years 
he was assistant director of the Johns 


several 
States. At one 


Hopkins Hospital, Baltimore 


Taft Predicts Defeat of 
Plan to Create Separate 
Health, Security Department 
WASHINGTON, D.C This year's 
proposal by the administration to create 
a separate government department of 
is sub 
stantially the same as the reorganization 
measure defeated by Congress last year, 
Robert A. Taft of Ohio said 
debate on the current pro 
The President's 


health, education and security 


Senator 
during a 
posal here last month 
Reorganization Plan No. 1” was de 
feated a year ago following a vigorous 
opposition by the American Medical 
Association 

“The same idea has been current for 
quite a while,” Senator Taft stated. “The 
difficulty is that health, education and 
security are all different subjects. The 
only respect in which they are grouped 
together in the present Federal Security 
Administration is that they are all mat 
ters in which the federal interest is 
secondary and the matter of principal 
interest is aid to the states 


The Hoover 


mends setting up a le partme nt of edu 


commiussion recom 


cation and security, with a health divi 


sion in an entirely separate medical ad 


niunistration. The welfare people want 
to run health as a kind of welfare serv 
ice. Doctors and others feel that medi 
cal care is a special subject which ought 
who are 


with by people 


health field and not sub 


to be dealt 
expert the 
direction 


ject to welfare 


It is true that this plan separates 
these three functions into separate de 
secretary, but the 
secretary has an assistant secretary and 


all of whom are like 


partments under a 


in unde r secretary 
ly to be welfare people, and then it isn't 
perfectly clear that all health functions 
have to be assigned to the 
Public Health Service 


Senator Taft predicted that the new 


surgeon gen 
eral of the 


plan would be defeated “apparently be 
cause Oscar Ewing would just turn the 
Federal Security Administration into a 


government department and in turn 
Oscar 


There ts 


Ewing a secretary in the 


a good deal of re 


make 
cabinet 
ibout that,” he 


sentment in Congress 


told his audience 
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Here's an Aluminum Window 
Specially Designed for Hospitals 


The Lupton “Master” opens up new opportunities in hospital 
window planning. Stronger, finer in appearance, completely 
weather-tight, built to last, it sets a new standard of economy 
through high durability and low maintenance cost. 


The Lupton “Master” Aluminum Window is the newest member 
of a great family of metal windows. A family of windows that 
has grown up through more than forty years to meet the changing 
demands of the building industry 


Your architect knows Lupton Metal Windows. The Lupton Repre- 
sentative will be glad to supply full details on this newest Lupton 
Window. Write for Data Sheets today 


MICHAEL FLYNN MANUFACTURING COMPANY 
00 East Godtrey Avenue, Philadelphia 24, Penna 
Member of Metal Window In 


st engl “¥ nug 
2 - V ntilator Aly V 
erlapt ma iN As sed 
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Research Building Started 
ATLANTA, GA. 
medical research building in connection 


Construction of a 
with Emory University Hospital here 
was scheduled to begin last month, ac 
cording to an announcement by Dr 
White 
The building will cost an 
$1,500,000 


Goodrich (¢ president of the 


university 
estimated and will feature 
special facilities for cancer research and 
for investigative projects by the medical 
school and hospital staff, the announce 
ment said. Robert and Company Asso 


ciates of Atlanta are the architects for 


the medical research hall 





THE BOOKSHELF 





STAFFING 
HOSPITAL Of 
Prepared by 
Division of 


THE SMALI 
Less THAN 
Margaret K 
Medical and 
Public Healt! 


Security Avenc} 


A STUDY Ot 
GENERAI 
100 BEDs 
Schater, 
Hospital 


Service 


Resources 
Federal 
April 1950. Pp. viii-101. 
This report of a study of the staffing 
problems of small general hospitals com- 


ASSURED UNIFORMITY and QUALITY 


THE STANDARD of COMPARISON 


100 


sisting mainly of 


prises mimeographed pages con 
79 tables of statistics 
Although 41 hospitals of less than 
100 beds were visited in various sections 
of the United States from February to 
November 1948, the findings of 22 hos 
pitals are reported. Evidently the more 
nearly ideal situations were used and the 
basis for selection is given 

Even with the “ideal” situations only 
10 hospitals had pathologists’ and radi 
ologists’ services primarily on consult: 
tion basis; none of the hospitals em 
ployed a full-time pharmacist; only 10 
hospitals employed anesthetists; eight 
hospitals were without dietitians; eight 
record librarians (as 


were without 


such ), and one had no x-ray or labora 


tory service. If this is the situation in 
a) 


selected hospitals which presumably 
were providing acceptable services in 
1948 


the new small hospitals now being con 


what will be the situation in all 
structed with Hill-Burton funds? 
Numerous charts are devoted to the 


The 


to the 


nursing situation most interesting 
| 


are those related ratio of pro 


fessional nurses to nonprofessional nurs 


»? 


ing personnel. In the hospitals the 


variation is great: in one hospital, 94.1 
per cent of total nursing personnel are 
professional nurses and at the other 


extreme 31.4 per cent of the nursing 


personnel are professional nurses 
The found 
tionship evidenced between the 


of personnel 


study there was no rela 


rat 
needed and the size of the 
hospital or the number of patients 
Charts of total personnel, of personnel 
by departments, personnel in ratio t 
beds, to beds and bassinets, to patients 
excluding and including newborn, are 
Frequent evidence was given that 
| 


general 


given 
the problems of staffing small 
hospitals vary greatly 

like charts and figures 


ly and 


For those wh« 


this 1s fascinating stuc one 


which makes a person reach for a pencil 


to compare the figures quoted with 


those of one’s own institution. Perhaps 


this study may be out of date 


by now 


for changes in personnel policies and 


perhaps changes in concepts may have 


rendered some findings no longer appli 


cable. It does call attention to the needs 


of the hospital and to the wide 


small 
variations that exist even in selected 
A good 
EvA H 


summary of findings 
ERICKSON. 


hospitals 


Is given 
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GLOVES THAT LAST 


@ Two famous latex gloves—Wiltex and Wilco —gloves that 
LAST. You'll be amazed and pleased when you test these 
gloves yourself. You see, Wilco, the brown latex glove, will 
withstand more than thirty trips to the autoclave, while 
Wiltex, the white latex glove, will still be in service after 
fifty sterilizations. In addition to the lasting quality of these 
famous curved finger gloves, you will discover extra com- 
fort and fit. Doctors, over the country, find less hand 
strain—a minimum of operating fatigue. This is due to 

the Wilson styling. Wiltex and Wilco are made to 

Fit as gloves should fit. . . it is no longer necessary 


to confuse tightness with fit when you ask your 


Surgical Supply Dealer for Wiltex or Wilco. 


RUBBER COMPANY 


CANTON 


OHIO 





Hospital Construction 23 Per Cent Over Last Year 
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At 81.4 per cent of Capacity, the occu 


| 


pancy of nongovernmental hospitals re 
porting to the Occupancy Chart for the 


month of May was slightly higher than in 


Governmental hospitals reported 


April 


ibout the samc occupancy is in the 


a 
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a, 


Mertncoeon © oe 

















~~ 


month of April, which was 81 5 percent. 1949. Of 48 projects reported during 
3 were new hospitals 
7.000. OF 
addi 


total 


Hospital construction reported in the the latest period 
last month totaled $87,287,000, making 
the total for the year to date $339,587, 


O00 


Total cost of these was $40.81 


the remaining projects, 21 were 


This is an increase of 23 per cent tions and four were nurses homes 


over the total for the same period in ing $1,507,000 


WITTE slashes cost-per-horsepower 


almost im half 


AD Diesel Power 


Lit. have 


HP. There’- 


. Cost-per horsepower ha- 


Improvement. in design of Witte’s Serie- 

output from 4 

increase in price so the saving is all yours 
heen cut almost in half 


increased the horsepower HP to 6.8 no 


And the same savings are available to electric power users, for this new 
Witte Diesel has been incorporated in the Series AD Die-selectrie Plant 
Its 4.25 KW-DE (5.3 KVA-AC) output cuts the cost-per-KW almost in 
half... makes it an outstanding source of continuous or standby power 
AD results from an increase in 
conventional for modern. high-speed 
Witte design that has given Witte 
Units their world-wide reputation 


Most of the extra power in the Series 
operating 1800 RPM, 
Phere’s no change in the basic 
Plants and Diesel Power 
service. 


speed to 
diesels. 
Die-electric 
for dependable. economic 


write for Bulletin 5504 


For the complete story on these new savings 
Bulletin 5519. describing 


describing Series AD Diesel U nits. 
AD Dieselectrie Plants. 


Power or 


Series 


WITTE ENGINE WORKS, KANSAS CITY 3, MISSOURI 


New Model ADRC Witt« 


Diesel Power Unit 


Division of Oil Well Supply Company 


Ua) WITTE DIESELECTRIC PLANTS and DIESEL POWER UNITS 


U Nii 


TED ST ALT € S$ Ste. € t 
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What would his chances be... 


in case of FIRE? 


In case of fire, his chances might not be too good in 
many hospitals today. 

Each day there are three fires of record in hospitals 
and institutions, and in those where fatalities occur 
an average of five lives are lost per fire! Isn’t this proof 
positive that many trusted precautions are not ade- 
quate protection at all? 


Unfortunately, too many people responsible for pro- 
tection rely completely upon the elimination of ordi- 
nary fire hazards, important as this is. All too many 
more depend upon “fireproof” construction. Two facts 
show this to be false confidence: “Carelessness with 
matches and in smoking” continues to be the greatest 
cause of fires ... and so-called “fireproof” buildings 
continue to become furnaces for flammable contents. 
What most people ignore is that, regardless of the 
cause of fire, regardless of the building construction, 
it is the proper control of fire from the first spark that 
constitutes full and adequate protection against fire. 


Needless loss of life and property can be prevented by 
checking fire at its source, whenever and wherever it 
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starts, night or day, automatically, with a Grinnell 
Automatic Sprinkler System. Seventy years experi- 
ence shows that practically 100% of fires starting in 
buildings protected by Grinnell Automatic Sprinkler 
Systems are extinguished before doing material dam- 
age. Fire experts will tell you that your best protec- 
tion against fire in any building is automatic sprinklers. 


SEE THAT GRINNELL SPRINKLER HEADS ARE ON GUARD 


In hospitals, as well as in schools, hotels, theaters and 
factories, there is a moral obligation upon management for 
the utmost in protection of life. For your own sake be sure 
the hospital for which you are responsible is protected with 
the famous Grinnell Automatic Sprinkler heads your 
assurance of positive, automat protection against fire. 
Grinnell Company, Inc., Providence, Rhode Island. 


GRINNELL 


FIRE PROTECTION SYSTEMS 
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American-Standard 


First in heating... first in plumbing 


° 


Immense $18,000,000 Veterans Hospital 


selects American-Standard 


@ The new 1005-bed, 2328-room Veterans Administration 
Hospital in Buffalo, N. Y., is truly a modern hospital. The 
color scheme, selected with an eye to both visual effect and 
therapeutic value, embodies twenty-eight shades and tones 
of lively The hospital was designed to admit maxi- 
mum light and air. The bold cruciform pattern marks a 


colors 


complete break with past traditions of hospital design. 

But in its selection of plumbing fixtures and heating equip- 
ment the Buffalo hospital did what hospitals all over the 
country are doing—it selected American-Standard products 

including all the radiators and convectors, and such 
specialized plumbing fixtures as autopsy tables, sitz baths, 
scrub-up sinks, prolonged treatment baths 

Dependable, efficient American-Standard Heating Equip 
ment and Plumbing Fixtures meet the most rigid hospital 
requirements. And there's a complete line to choose from 
So, when you equip your hospital, ask your Architect and 
Engineer or your Heating and Plumbing Contractor about 
American-Standard Heating Equipment and Plumbing Fix- 
They'll gladly help you select the products best suited 
American Radiator & Standard 
Sanitary Corporation, P.O. Box 1226, Pittsburgh 


tures 
to your particular needs 


AMERICAN-STANDARD * AMERICAN BLOWER + CHURCH SEATS + DETROIT LUBRICATOR - 


4 


Architects and Engineers: Green, James & 


Meadows and Eggers & Higgins 


General Contractors: Fleisher Engineering & 


Construction Company 


Plumbing Contractor: Cari C. Grimm 


John W. Dan 


forth Co. and Joseph Davis, Inc 


Heating Contractor Co-V enturers 


ALL-SERVICE SINK, with integral drain shelf, is made of permanently non 
absorbent genuine vitreous china. It is easy to clean and the area 
around the wall-supported fixture can be kept clean easily, too. For extra 
convenience it features wrist control, gooseneck spout with spray All 
fittings are non-tarnishing Chromard 


These sturdy cast iron PROLONGED TREATMENT BATHS, finished in 
side with acid-resisting enamel, are of ample size and depth and 
have strong cast iron legs. $1TZ BATHS, in background, are made of 
vitreous china to assure lasting good looks and a surface that is 
hard Designed for utmost comfort of patient and 


genuine 
smooth easy -to-clean 
convenience of the nurse 

This AUTOPSY TABLE is typical of the specialized American-Standard prod 
ucts supplied Buffalo's Veterans Hospital. It is a cast iron, acid-resisting 
enameled table, with twin drain, hose and spray, specimen receptacle 
Painted steel support has leveling flanges 


tt ag eee Pi ud 


KEWANEE BOILERS » ROSS HEATER - TONAWANDA IRON 


The MODERN HOSPITAL 





CLEAN * COLORFUL * DURABLE 
Blair Aluminum Furniture 


Lounge Chair Model 1; 


; ‘ . ‘ ° Settee Model 2; 
A HAPPY blending of attractive styling, cleanliness and ; 
aing y 8 es End Table Model 45-A 


rugged durability makes Blair Aluminum Furniture the ideal for modern 


hospitals . . . Made of light but sturdy aluminum, welded i 
In reception rooms, waiting 


throughout, with a rich satin finish that won't discolor, rooms, or offices—wherever 
> : : ‘ ver you need furniture—you'll 
rust, chip or splinter. Generously upholstered on coil springs and ‘ 
find just what you want at 
covered with durable, dust-free Duran that cleans easily with a a price you want to pay, in 
, : , . the complete Blair line. 
damp cloth, can’t be harmed by childrens’ scuffling feet and other : 


rough usage ... Available in a wide selection of cheerful colors. 


Write today for full information on 
this complete line of hospital furniture. 





of: e 


) i 
WS Aa 2) ate! #7 
ai | Br him 
THERE’S 


Blair Aluminum Furniture Company * Marietta, Georgia 
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Furnished in 3 standard mesh sizes or U.S. S_), high or low moisture con 
tent, packed in Cans, jars, pails 


5-gallon pails of SODASORB are now equipped with new 
pop-up plastic pouring spouts. Ask your supplier about 
our free dispenser offer 


ABSORPTION! 


The unique structure of SODASORB, the only gen 

uine WILSON SODA LIME, has much to do with 

its great powers of absorption. It is formed into 

knobby, porous granules on purpose, in order to ex 

pose the greatest area of absorbent surface outside, 

inside, all the way through its coral-like structure. In a 

} or on a tray, these granules permit free intergranu 

lar circulation of gases, have no flat surfaces to block or stack 

The brand name SODASORB is new, and the famous blue and 

white label has a new look, but it’s the same genuine WILSON 

SODA LIME, for 30 years the accepted CO, absorbent for hospitals 

See your hospital supply house or write for free brochure or tech 
nical information 


SODA LIME 


- SODASORB 
, DEWEY and “ALMY CHEMICAL COMPANY 


e 40, Mass. Montreal 32, Canada 


But- e ee a hospital—even the smallest—needn’t 
take such a chance! It costs so little to install modern emer- 
gency lighting service—a Fairbanks-Morse generating set! 

These performance-proved generators are available in capac- 
ities from 600 to 35,000 watts, A. C. 

Get the facts about Fairbanks-Morse generating sets for 
standby use in theaters, stores, fire and police departments, 
schools, churches, institutions, from your local dealer or mail 
the coupon today. 


ay FAIRBANKS-MORSE, 
a@ name worth remembering 


Diese! Locomotives and Engines © Electrical Machinery 
Pumps Scales © Home Woter Service and Heating 





Fairbanks, Morse & Co 
600 S. Michigan Ave., Chicago 5, Il! 


Please send complete information about Fairbanks-Morse generating sets 
for standby service. 


Name 
Address 
City 
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Fund Raising 
| Counsel 


For a quarter century our cam- 
paigns have succeeded not only 
financially, but in the excellent 
public relations we have established 
for our clients. 
Consultation withvat obligation 


or expe nse 


CHARLES A. HANEY 
x ASSOCIATES 


INCORPORATED 
259 Walnuts St. * Newtonville, Mass 





The One Conveyor 
That Meets 
ALL Requirements 


@ Because the many valu- 

able advantages of Ideal 

design and_ construction 

cannot be found in any 

other unit, Ideal Food Conveyors 

are invariably the choice of leading hospitals. 

Except for size, all Ideal Conveyors are built to the same 
exacting standards. Many models, squarely meeting every 
budget and service need. Write for Catalog. 


Qdeck 


O00 CONVEYOR SYSTEMS 
Sound in Sotemesd Hegpilala 


THE SWARTZBAUGH MFG. CO., TOLEDO 6, OHIO 
Distributed by The Colson Corporation, Elyria, Ohio; The Colson Equipment am 
Supply Co., Los Angeles and San Francisco. The Canadian Fairbanks-Morse Cc 
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Through the years the name B-P 


RIB-BACK BLADE 


has come to mean 
certain things to the 


SURGEON 


Bard-Parker regards the sale of 
B-P RIB-BACK BLADES as not the 
end of a transaction, but as the 
beginning of an obligation, 
shared equally by the factory 
and the dealer, to deliver to the 
buyer the utmost that has been 
built into those blades. 


2Shar 


Ask Your Dealer 


BARD-PARKER COMPANY, INC. 
Danbury, Connecticut 


For detailed information see our Catalog in 1949-1950 HOSPITAL PURCHASING FILE 
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Tho dogs that 
modi have beon 


Ao beatiful 


je RE’S NO REAL REASON for a girl to have 


the most beautiful dress in the world. 


Even my daughter Sally. Even if she has her 


heart set on it. 


sult I bought it. And when I paid the bill, 
I whistled! Partly with the well-known father’s 
bill-shock. Partly for happiness. Because, 
Sally was right—there never was a prettier 


dress to get married in. 


It’s times like that—when we can buy 
something really important even if it is a 


luxury—that I feel like such a lucky guy. 


And times like when my wife got sick, and 
we could give her the good care she needed to 
get well. And the swell day-in, day-out feeling 
of knowing that if an emergency comes, 


you've got the money to meet it. 

I know the luckiest day of my life was 
when | signed up to save regularly through 
the Payroll Savings Plan at the office. I'd 
tried every which way to save before, but, 
brother, this automatic wav is the only way 


/ ’ 
that works—for vou wll the time 


Buying U.S. Savings Bonds... whether 
by the Payroll Savings Plan or the Bond-A- 
Month Plan is the salest, ‘foolprootest, . 


easiest method of saving 


since money was 
invented. And every 83 you invest will turn 


Chittritic. saving ip 
Aunt, Aaving— 


US. Savings Bonds 
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COMMON COLD THERAPY 


VERNAL CONJUNCTIVITIS 


ERYTHEMA MULTIFORME | (> site 


> 


PRURITUS 


A Shield Against Allergic Disorders 
DIATRIN Hydrochloride 


‘WARNER 


A Superior Antihistaminic of Proved Value/*” 
Effective - Less Toxic - Minimum Side-Effects 


PACKAGE INFORMATION: Diatrin* Hydrochloride sugar-coated oral tablets, 50 mg each; 
bottles of 100 and 1000 tablets. 


References 1. 2. 3. 
Combes, F. C., Zuckerman, R. Kugelmass, I. N.: Antihista- Combes, F. C., Zuckerman, R. 
and Canizares, O: Diatrin Hy- minic Therapy of Allergic Dis- and Canizares, O.: Diatrin Hy- 
drochloride; A New Antihista orders in Infants and Children, drochloride ; Clinical and Toxi 
minic Agent for the Treatment N.Y. State J. M., 49:2313,1949- cologic Studies of a New Anti- 
of Pruritus and Allergic Derma- histaminic Agent, 7. Jnvest. 
toses, Ann. of Allergy, 7:676, Dermatol., 173:139, 1949- 


1949- 


or. u.reg usp. WILLIAM R. WARNER & CO., INC, New York, St. Louis 
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NURSING IN PREVENTION 
AND CONTROL OF 

TUBERCULOSIS 

By H. W. Hetherington, M.D., M.R.C.P. 


Chief of Clinie of the Henry Phipps Institute, 
of Pennsylvania 


(London) 


University 


And Fannie W. Eshleman, R.N., B.S. 
Publie Health Nursing of the Henry Phipps 


Institute, University of Pennsylvania 


THIRD REVISED EDITION 


accepted text Is soon to appear in a com- 
form. It contains the latest 
and mortality from tuber 
laboratory examinations, detection of case find 
ing. consideration of antibiotic treatment, surgical treat 
rehabilitation and compulsory isolation of infec 
Special attention is given to the nursing 
the sociological and psy 


This widely 
ple tely 
available 


revised and reset 
data on morbidity 


ment, 
tlous patients 
of the 


chological aspects 


care patient, including 


Price and publication date to be announced 


G. P. PUTNAM’S SONS, 2 w. 


“DYSEPT" 


CONTAINING HEXACHLOROPHENE 


REDUCES SKIN BACTERIA— 


“Dysept” is the new antiseptic liquid soap which 
effectively reduces skin bacteria count. Containing 
5% hexachlorophene to the anhydrous soap content, 
“‘Dysept” is both bactericidal and bacteriostatic with 
continuous daily use. It is ideal for use by surgeons, 
physicians, clinics, hospitals and food handlers 


st 45th Street, New York 19, N. ¥ 





BEFORE 


LABORATORY = REVEAL — bee 


5% of the 
I 


AFTER 


Dysept” reduces bac ial skin flora 
nr it ar t level wit 


riostat 


Available liad All DAVIES-YOUNG Distributors 
“DYSEPT” Hand Lotion with hexachiorophene 


THE DAVIES-YOUNG SOAP CO. « 


Another product of 


DAYTON, OHIO 











Supervisor of 








SOUTHERN BAPTIST HOSPITAL 

NEW ORLEANS, LOUISIANA 
Founded in May, 1924, and owned by a commission appointed by 
the Southern Baptist Convention in Kansas City, Missouri. Opened 
for patients in March, 1926. Excellently equipped and staffed, 
operating upon a background of highest Christian principles, it 
typifies perfectly the fine hospitals of the South 


JULIUS BERBECKER & SONS, INC., 15 E. 26th ST., NEW YORK 10 


-~BERBECKER~ 
SURGEONS NEEDLES 


MADE IN ENGLAND 
“FOR THE SURGEONS & HOSPITALS OF AMERICA 





. for that age old problem of 
INCONTINENCE... 
the NEW 


(Dry Aid 


he first practical, inexpensive solution to this annoying 
problem. Whatever the age, cause or condition, you can 
recommend the use of DRY-AID in the hospital, in the 


home or for the ambulant patient 


DRY-AID Saves laundry costs and wear and tear on 
linen and clothing... 


Saves time and nursing care 
Fills a long-felt need for a protective specialty 

Can be put on or taken off in a jiffy, no pins of 
metal... comfortable, adjustable and easy on the 
skin, fits smugly for day and night wear. 

Made of specially formulated plastic material. 
Guaranteed against failure and ineffectiveness if 
used as directed. 


@ Disposable cellucotton filler. 


Order today from your surgical supply dealer...or write direct 


Or yo) 


Nid ele) ite] 7 yale), | 
aot * WISCONSIN 
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By comparison of the zones of complete 
inhibition of bacterial growth unde1 
standard conditions, the superior ger- 
micidal properties of Mercresin*® ‘Vine 

ture, discovered and developed by 
Upjohn research workers, can be dem 


onstrated in vitro 


Clinically, the marked bacteriostatic, 
bactericidal and tungicidal properties 
of Mercresin ‘Tincture have led to its 
wide use in preparation of operative 
fields, antisepsis of superficial wounds 
and infections, irrigation of certain 
body cavities and deeply infected 
wounds, and in topical application to 


mucous membr anes 


e 
Upjohn Medicine... Produced with care... Designed for heatth 
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HOSPITAL 


KIFA TESTED 


SURGICAL INSTRUMENTS | [idunpabahitiniis 


Durability-Balance-Strength 


These quality instruments are now available 
to surgeons and hospital buyers from stocks 
in New York City through selected hospital 
and physician supply dealers. 


KIFA 


Instruments are handcrafted by Swedish in- 
strument makers who have devoted their 


lives to this work 


KIFA 


: : Sold through 
Instruments recognized as of the highest 23 


ethical supply houses only 
quality in Europe for 39 years now stocked ° 
in quantity and distributed in the U. S. by A catalog of MERTEX glassware will be 
A. JOHNSON & COMPANY, INC. sent to you upon request. 
(Sole distributors U.S. and Canada Kindly state your supply house name. 
630 FIFTH AVENUE, NEW YORK 20, N. Y. 4 : MERCER GLASS WORKS, INC. 
725 Broadway, New York 3, N. Y. 


Surgical « Laboratory « Scientific Apparatus 
General Supplies 











ME 


Successful Hospitals Depend On 

Most hospitals today 

..-PLASTICALLY PERFECT 
for HOSPITAL USE! 


use ; 


DISPOSABLE 


‘  Krestex cuts those costly laundry bills! Just wipe O- 
1 damp cloth or rinse—Krestex comes sparkling > 
clean! It mpervious to staining—acid and chemical 
resistant—waterproof! Krestex costs less 
nd save ubstantially on replacement 
t t outwear outlasts! In every 


PRODUCTS 


. Money-saving miracle 
ed for quality—unequalled ae 


restex product is your 
NURSING BOTTLE 


tor functionally perfect 
soahiaaiannl a > ‘ CLOSURES 


New, modern way 
NO. 28 onl to afford abso 
PILLOW CASES i Me privacy 
1200 PER (Packed and wrthous ~y ght 
sold | doz f slu n ite for 
— DOZEN foe zes and prices 
pene. Sate annie SS 5 30° YARD GOODS 
bon for the allergy ent’ lde ar 004 Gauge, 
iy protector for pillows. Zip closure. | agewiae™” — QE yd. 
NO. 63 ZIP CLOSURE MATTRESS COVERS ith 


Durable, hig 


CUBICLE CURTAINS 


ute 
blo 


t x 
@ Crib Sheets ¢ Bassinette 
(Packed and Mattress Covers @ Aprons 
425 Each in Lots of 6 sold 6 to box) of All Types and Styles 
wate @ Protective Equipment 
2 : Covers 
INSIST ON THE BEST Prices Slightly Highe 


We of the Rockies 


. i k- 
Y, = WRESTEX! —— cee of profesional "samples. 
AAC 


eAlso other size 


If Your Dealer Cannot Supply, Write Us Direct. Send for Broch 
of Compl vee ea apabehtine rn oakiesk case The Quicap Co.,Inc., Dept. H-43 


- ’ 110 N. Markley St., 
MANUFACTURING COMPANY + Dept. MH + 1335 N. Wells St. + Chicage 10, ILL a Greenville, S. C. 
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SHAMPAINE ¢’e'rssce_ 


The Last Word in SIMPLICITY 








UNHAMPERED FIELD OF 
OPERATION for the 


Obstetrician! 


ALL CONTROLS OPERATED 
BY ANESTHETIST without 
Awkward Reaching! 


Completely telescoping leg 
section on all models 


Ti. Shampaine S-2638-C Hampton O.B. Delivery 
and Operating Table fulfills every requirement of SHAMPAINE WATSON TABLE 


modern delivery technique with rapid and effort- 


less head-end control of a// positions. Every adjust- 
ment is made for the obstetrician — with his com- 


plete attention always on the patient. 


The smooth top and unbroken stainless steel 
sides of the Hampton Table are easy to keep 
clean and aseptic. The Shampaine Hydraulic 
Pedestal offers a rotation feature and retractable 
casters that allow the base to rest firmly on the 


floor for maximum stability. 


Consult your dealer today for information on the com- 


plete line of Shampaine designed O.B. Tables. 


— provides the same positioning features as the 


Hampton Table, but offers an economy in the side- 
SH 0 Mm PQ \ fy F ( ST. LOUIS wheel Trendelenberg control and manual leg section. 
w MISSOURI 
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HAPPINESS 


they bring is amazing” 


FLOWERS-BY-WIRE are the greatest cheer 
leaders in the world... thev boost morale 
help speed convalescence! F-T.D. FLORISTS 
assure their dewy-fresh arrival in attractive 
vases containing chemical “long life” water 


No special handling necessary! 


Send Flowers ° 
Worldwide 


FLORISTS’ TELEGRAPH DELIVERY ASSOCIATION, 200 Lafayette Building, Detroit 26, Michigan 
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DIETITIAN 
hospital eight yes another experienced 
buyer provides On food keeps 
record wishes change MW 12, The Moderr 
Hospital, 919 N. Michigan Avenue 


Administrative; seven years’ oné 
accurate 


Chicago 11 
LIBRARIAN 


mature 


Record ry stered, experienced 
available sixty days: desires hospita 
with well organized medical staff, west of 
Mississippi river, Florida 
ferred. MW 11, The 
N. Michigar 


maintenance pre- 
Modern Hospital, 919 


Avenue, Chicago 11 


INTERSTATE HOSPITAL 
AND PERSONNEL BUREAU 
Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 


BUSINESS MANAGER—Courses in 


tration; 10 years’ 


admin- 
assistant administrator 
charge of accounting, |: eastern hospitals 

years’ administrator 175-bed hospital; de- 


sires change 


ADMINISTRATOR 


istration 


Degree, Hospital Admin 
1946; 2 years’ administrative interr 


ship; 500-bed mid-western hospital: 2 years’ 
assistant administrator 00-b: Ohio hospital 
has had experience in equipping new 100-bed 
init 

SUPERINTENDENT southern uni- 


ersity ) 4 00-be t hospital; at 


present a 00-bed hospi- 


tal, Tennessee 


DIRECTOR NURSING 
Administratior . 


SERVICE 


DIRECTOR NI EDUCATION 


Degree yea ar 


pa ‘ 


>, Nursing Administr 


xecutive experier 


PHARMACIST — Licer 
‘ imb'a: M.S 


ear ir 


Degree 
t his 


WOODWARD MEDICAL 
PERSONNEL BUREAU 
(Formerly Aznoe’s) 
Ann Woodward, Director 
185 North Wabash Avenue 
Chicago 1, Illinois 
ADMIN 


ISTRATOR 
Ur ty vea 


PATHOLOGIST 
ator Ha 


assoclatior 
teaching 


Sc a word—minimum charge of $3.00 regardi of d t 


WOODWARD-—Continued 


RADIOLOGIST 
peutic; age 37 
St. Lukes Hospital, Chicago 
important southern clinic and, als 


practice of radiology 


Diplomate, thera 


years residency, 


diagnostic 
radiology 
several years’ 


private 


MEDICAL ANESTHESIOLOGIST Felk 
American Cullege of Anesthesia Diplon 
Anesthesiology; age 5 
years’ experience as chief anesthesiologist large 
hospitals 
clinic or hospital 


American Board, 


immediately available; seeks group 


ACCOUNTANT, BUSINESS MANAGER 
ASSISTANT SUPERINTENDENT. Age 3¢ 
iniversity trained 


hospital 


accountant; eight years 


accounting procedures available 


weeks; $300 


DIETITIAN—B.S ADA 1 years 
ence in large general and teaching hospitals 
including director of dietary department 400 
bed university hospital in the east 


interested 
in eastern hospitals: $6000 

EDUCATIONAL DIRECTOR S. in Educa 
tion; age 28; single; past years, educational 


director, 200-bed eastern hospital; interested 
teaching hospital only; well qualified 


rector of nurses 


THE MEDICAL BUREAU 
Burneice Larson, Director 
Palmolive Building 
Chicago 11, Illinois 


ANESTHESIOLIGIST Has passed part 


American f rd years d department 


inesthesio! t 


eaching hospits 
ADMINISTRATOR — Lay 8S usin Ad- 
ministration: past eleven administrat« 
’50-bed hospital; FACHA arly forties 


ADMINISTRATOR M.B.A 


ninistrative internship teaching 


Chicago ad 
hospital 
ree years 


assistant administrator 100-bed 


hospital 


ADMINISTRATOR~ Medical: A.B M.D. De 
grees, eastern university; two vear graduate 
training ir public health medicine three 


ear assistant administrator, 600-bed muni 
oluntary 
having teaching affiliations; FACHA 


ipal hospital; six years, director 


hospita 


ADMINISTRATOR— Graduate nurse Ma 
ter’'s in Hospital Administration; two years 
trot t 


administrator 6 i hospital in thirties 


prefers small h al or assistant 


hospita 


PATHOLOGIST 
Pathology 


lirector pathology, large genera 


FACP Diy 


Anatomica Anatomy 


aSSOCIE pathologist iniver 


PERSONNEL DIRECTOR. Maste 
Business Administration; fe ear 


ne lirector large hospital 


RADIOLOGIST Diplomate American Board 


Therapeutic and Diagno American 


department 
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No charge for ‘key’ 


POSITIONS OPEN 


\NESTHETIST—Preferably registered; $400, 
maintenance; 56 miles from Washington, Dis 
rict of Columbia Apply, Superintendent, St 
Mary's Hospital, Leonardtown, Maryland. 


\NESTHETIST—Nurse; small general hos- 
pital in southern Wisconsin; percentage ar 
rangement with guaranteed minimum of $400 
near several large cities. MO 79, The Modern 
Hospital, 919 N. Michigan Avenue, Chicago 11 


ANESTHETIST—Nurse, for 85-bed hospital: 
two anesthetists employed; good salary; ex 
cellent climate Apply Superintendent of 
Nurses, Pulaski Hospital, Pulaski, Virginia. 


ANESTHETIST—Nurse; for 300-bed hospital; 
four anesthetists now on service; salary open 
Apply, D. W. Hartman, Superintendent, The 
Williamsport Hospital, Williamsport, Penn- 
vivania 


ANESTHETIST For modern 250-bed general 
hospital; no maternity; starting salary $325 
increase semi-annually; two meals and laundry 
Apply Superintendent, Sutter Hospital, Sacra 
mento, California 
\NESTHETISTS 


pital, near Chicago 


Nurse, 175-bed general hos 

salary $300 with main 
tenance; $350 without maintenance MO $91, 
The Modern r tal, 919 N. Michigan Avenue 


Chicage 


125-bed general 

full maintenance Apply 
Maine Kye and Ear In 
Maine 


ANESTHETIST. Nurse; for 
hospita ry oper 
t endent 


f ary *ortland 


ANESTHETISTS Nurse; two; for an 80-bed 
hospital employing esthetists; work i 
sick leave vacation with pay 
Apply or akland Hospital 

Oakland lifornia 
DIETITIAN 10 bed general host needs 
peutic dietitiar 


Baptist 


1) nd ! administrative 


Administrator, Arkansas 
Arkansas 


Write the 
Hospita 


DIETITIAN~— Pediatric; Raymond Blank Me 
morial Hospital for Children; 112 beds; chil 
hospital affiliated with Iowa Methodist 
Hospital position includes responsibility for 
formula room 4 three kitchens 
new hospital; of equipment; dietary 
jepartment of ADA dietitians; salary 
open. Write, Chief Dietitian, Iowa Methodist 
Hospital, Des Moines, lowa 


ty ® 
drens 


serving 


DIETITIAN— Assistant; vacancy in 100-bed 
hospital: upstate New York resort area; five 
d week, some ad 
therapeutic and teaching; ADA 
Write Managing Director 
Amsterdam Hospital, Amsterdam, New York 


vacation, and sick leave; 
ministrative, 


member required 


DIETITIAN— Assistant; wanted for 200-bed 
tuberculosis hospital; good salary plus room, 
board and ndry; please send smal! photo 
‘raph or snapshot with letter of applicatior 
stating qualifications and pertinent persona! 
Apply Superintendent, Indiana State 
Sanatorium, Rockville, Indiana 


details 


DIETITIAN~— Registered; wanted for a fully 
approved 150-bed hospital; good salary and 
pleasant surroundings. Apply Mother Marie, 
Maryview Hospital, Portsmouth, Virginia 


number. Ten 


per cent discount tor two or more insertons without changes of copy. Forms close 15th of month 


July 1950 





DIRECTOR OF NURSING AND PRINCIPAI DOCTOR—Thriving community in New Bruns- 

P 0 § I T | 1) y S 0 P E | OF SCHOOL—General hospital; 200 census wick, Canada with large outlying district 
} students, more desir tional living needs a general medical practitioner; splendid 

quarters al per The F future for a young doctor hospital being 

Memorial cia , t New Londor organized. MO 92, The Modern Hospital, 919 


Sy . Connecticut. N chigan enue, Chicago . 
DIETITIAN—Therapeutic; ADA required, and ass N. Michigan Avenue, Chicago 11 
dietitian to manage hospital employee cafe- . roe — - 2 
tECTOR tducations assiste o sy- a . : 
teria, ADA preferred; 222-bed central Pennsyl- a . ; : 7 ~ 4 r ~~ , i = ant; for P 7 INSTRUCTOR—Clinical; for 100-bed hospital 
; : ositio wn any am cniatric a lation { students, every lree east: lege . . + ui ary 
— a hospital; - —_ a n September 1, months; salary $250 $290 per month; paid Met colle Z credits required sal — a 
1950 and October 15, 1950 respectively; de- . MO 64, The Modern Hospital, 919 N. Michigan 
tailed information on request. MO 89, The — ag he “eh -_ he lidays; 40-hour 
Modern Hospital, 919 N. Michigan Avenue, week. Apply to Director of Nurses, Kalamazoc 
Chicago 11 State Hospital, Kalamz . Michigan rs . " 
as INSTRUCTOR Clinical; the position available 
‘ n July in 475-bed general hospital; 15 min- 
from downtown Philadelphia; personnel 
icies above state minimum; cash salary 
“ “ ap : = “ 7 a sect l of n " ing D agentes ypen imme- $ 5-$290; experience and educational prepara- 
DP y x oon ~s r Ce ounty Hos- age ly th yo is fully ace redited Apply tion required. Write, Superintendent of Nurses, 
pital, Bellefonte ennsylvanisz o oo or “¢ — . .* liams Gen The Cooper Hospital, Camden 8, New Jersey 
eral ospita *rovidence thode sland 


Avenue, Chicago 11 


DIRECTOR OF NURSING—Assistant; B.S 
DIETITIAN—63-bed moder ospits ri Degree with preparation for administration 


teaching; excellent salary full maintenance ir 


DIETITIANS —For tate mental : : 5a ee : INSTRUCTOR~— Ir sychiat r; De- 

— ’ a . N; 4 1 psychiatric nursing; r 
experienced American  Dietet $80 DIREC TOR O! NURSING— Associate for gree in Nursing Education required; affiliation 
: 00-bed general hospital with training school n psychiatric nursing required experience 
not essential but desirable; salary $3120-$3610 
. r annually if maintenance desired, $576 de 

, tember 1 51, if satisfacto ) 

ing days per year; excellent ing Septembe 1 f satisfactory; apply ductible from annual compensation. MO 80, 
systen construction program creasing re tating qualificatic and <5 eee to Miss The Modern Hospital, 919 N. Michigan Ave- 
quirements. Write Nutrition Consultant, State Olive Waterman, Director of Nursing, Greater 
Department of Welfare, Harrisburg, Pennsy] Niagara General Hospital, Niagara Falls 


Ontaric 
vania. waar 


members required in me 
range $2862 to $4392, depending on I 


yrogram of re-organization and expansion 
qualified to ¢ ime duties of director of nurs- 


ficatior vacation and holiday 


nue, Chicago 11. 


INSTRUCTOR-—Nursing arts for central 
Pennsylvania hospital now expanding to 184 
beds plu 38 newborn bassinets salary open 


DIRECTOR OF NURSING—For new 50-bed 
rapes Apply Administrator, Lewistown Hospital 


DIRECTOR— Educational vailable July | hospital e distant from Omaha, 


qu 

large general hospital with 100 students Sioux ity or Des Moines to organize and " 
: Lewistown, Pennsylvania 

sonal policies above state minimums g l direct nursing service by opening date ap- 
ary definitely above state minimum §$ $3 roximately September 1; organizational, ex- . ; 7 i la ne ee eee 
opportunities for professional growth; approx ve and teaching ability preferred; salary INSTRUCTOR—Nursing arts; for school of 
mately 15 minutes from downtown Philadel yer personnel practices equal to minimum nursing Apply stating qualifications to Miss 
phia; degree and experience required Write tandards of Iowa Nurses’ Association Apply Olive Waterman, Director of Nursing, Greater 
Superintendent of Nurses, The Cooper Ho t Administrator, Crawford County Memorial Niagara General Hospital Niagara Falls, 


pital, amden 3, New Jersey pita Denisor low Ontar 


Continued on page 186 


way to CLEAN 
gical Instruments 


Consider these ALCONOX advantages: 


% REMOVES DIRT, BLOOD, TISSUE FROM %* ECONOMICAL 
GLASS AND PORCELAINWARE OR SURGI- a spoonful makes a whole gallon of 
CAL INSTRUMENTS active cleaner 


makes them sparkling and surgically RECOGNIZED AND ACCEPTED 
clean, film-free and streakless for over ten years in leading hospitals, 
surgical clinics and scientific laboratories 
as the scientifically correct cleaner for all 
types of instruments and equipment 


WORKS EQUALLY WELL IN HARD OR SOFT 
WATER 
hard or soft, hot or cold, dirt, grime and USERS LIKE IT 
grease lift right off. “We buy ALCONOX for every depart- 
ment.”’ a N. Y. Hospital 


‘ALCONOX has been a boon to us.” 
SAVES TIME, SAVES ENERGY s Tana eel 


; .* e = . , as 
simply wash and rinse; towelling pra s a swell job; saves us many hours 


tically unnecessary a Hospital Supt 
Write for sample and name 


of your nearest ALCONOX distributor 
Dept. MH7 


ALCONOX, INC. 


61-63 Cornelison Ave. Jersey City 4,N. J. 
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TWO SIGNIFICANT 


IMPROVEMENTS 


IN THE 


“MASTER 
BLADE! 


Fine as they are, Crescent Surgical Blades are now even 
finer, by virtue of two recent improvements vitally impor- 
tant to surgical staffs, effected at no increase in price! 

1. Crescent Surgical Blades are now made of a new, 
high-carbon, finer-grain, Swedish steel—adding still 
longer life to the already enduring sharpness of 
Crescent Blades. 

2. Crescent Surgical Blades are now aluminum foil- 
wrapped—moisture-proofing them against any cli- 
mate, and assuring fresh top-quality performance at 
time of operation. 

With these notable improvements—plus the extra rigidity 
and extra-sensitive balance—the Crescent Blade is now 
more than ever the “Master Blade” for the Master Hand! 
Samples of this new and better blade on request. 


CRESCENT SURGICAL SALES CO., INC. 
440 FOURTH AVENUE + NEW YORK 16, N. Y. 


CRESCENT 


SURGICAL BLADES AND HANDLES 


Does Your POLIO 
THERAPY Include this 


VITAL STANDBY? 














SUMUU, ASPIRATORS 


Take Over Where 
Swallowing Reflexes Fail 


Gomco Aspirators quickly, positively remove 
accumulated secretions which block respira- 
tion. Here is UNFAILING PROTECTION! 
Gomeo Aspirators give steady, strong suc- 
tion, require very little attention, are ready 
to go to work the instant you need them. The 
convenient stand-mounted 790 (shown here ) 
or the 18-lb. portable 789 are yours for pro- 
tection when polio strikes. ASK YOUR 
SUPPLIER! 


Write for the Gomco catalog. See ALL 
Gomco Units ready to help you! 





GUMUT 


SURGICAL MANUFACTURING CORP. 


824H East Ferry St. . Buffalo, N. Y. 
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_ Want Advertisements | 


MISCELLANEOUS — Operating room super MISCELLANEOUS — Supervisors and Staff 
visor and night obstetrical nurse; for 55-bed Nurses needed for Maryland State Tubercu 
general hospital; salary open; full mainte losis Hospital; merit system status offering 
nance in nurses’ residence; vacation and sick generous vacation and sick leave, retirement 
leave; college city, population 10,000 Apply benefits, and automatic salary increases; sal 
Superintendent, Jane Case Hospital, Dela aries are now inder study) new building 
ware, Ohio. program will ffer exceptional opportunities 
Lancaster-Fairfield Hospital, Lancaster, Ohio rt 


INSTRUCTOR Science mmediate opening 
salary open. Apply to Director of Nurse 
advancement in administrative and educa 
MISCELLANEOUS—Supervisory and General tional program Apply, Director of Public 
staff positions open; new, modern, well Health Nursing. Maryland State Department 
equipped hospital; 125-bed; opening in early of Health, 2411 North Charles Street, Balti 
proved school of nursing 400-bed genera spring, 1950; in a fairly large residential city more 18, Maryland 

, ecdeieal Ol r The Ch - in resort area of the Pacific Northwest; easily es ——- : 
details, apply ersc el rector vé i] cell + on ? et esi 

Hospital, c neinnati, Ohio pe — Sabie Valier Memorial = — NURSE—Registered; or eligible for registra 
aa > . . . — tion in Iowa; for head nurse in small tubercu 
. T Yakima, Washington . ’ 
INSTRUCTORS— Nursing t an r osis sanatorium; prefer one who has had ex 
must be fully qualified: « f “ eae aes: perience in tuberculosis sanatorium; may have 
MISCELLANEOUS—Educational Director and been arrested patient; excellent wages; main 
Nursing Arts Instructor; for recently central tenance furnished give qualifications and 
references. Write Superintendent, Sunny 
Crest Sanatorium, Dubuque, Iowa 


INSTRUCTORS. Science excellent oppo 


tunity: clinical; immediate vacancy; for 


hospital, vacation and sick leave policy For 


September Ist 
rsor el “ iF ! « 
+e : P N an ized school; college affiliated program; liberal 
hirector o irs _ . rer “ & 
Hospital, Providence thod sieendl personnel policies; salaries $250-$325. Director 
os Nurses, The Sisters of Saint Francis 
LIBRARIAN—Medical Records; position f School of Nursing, Minot, North Dakota NURSE 
omar MISCELLANEOUS New California 108i ing classes and supervise training courses in 
eee ee : . Oe 1 state hospital; $325 a month; give age, ex- 
perience Address Superintendent, State Hos 
pital, Madison, Indiana 


Psychiatric; able to teach some nurs 
person with experience, department 
records; need not be registered 

ble to install standard nomer tions, now available for Assistant director 


j 


aphy required; g alary nursing services, department mental hygiene 
aph qu 1; good salar 


63-bed modern hospital $395-$481 monthly Assistant superintendent 
working conditions. MO _T Moder , nurses, psychiatric institution $325-$395 
pital, 919 N. Michigan Avenue, o ll monthly. Many other openings for Graduate NURSES-—-Staff; to work 44-hour week on a 
nurses; $243-$281; Psychiatrie Nurses 5- rotating shift of two weeks on each shift; per 

LIBRARIAN~- Medi ‘ int 52s Supervising psychiatric nurse 295 manent afternoons or night shift would he 
pit " be a e membe t mericar 35 Psychiatric nursing instructor 5 considered; our present rate is $200 per month 
$358; Superintendent of nurses, psychiatr this salary also includes a day off for every 

stitution; $39 481; eligibility for California legal holiday, two weeks paid vacation after a 

license required; nationwide examinations now year’s service, and six paid sick days after six 

scheduled locations throughout the state months service; living quarters are available 

Write at once for official application form and next to the hospital for $18 per month; a de 

ELLANEOUS Anesthet r perat bulletin detailing requirements and job de- scriptive brochure containing general informa 
oom superviso ed ge ral ho t ‘ription Recruitment Representative Te tion about the hospital will be mailed to you 
ala oper Appl arrer ‘ “. partment N-17, State Personnel Board, 1015 Apply Director of Nursing, Doctors Hospital 
en, Minnesota I. Street, Sacramento, California 12345 Cedar Road, Cleveland Heights 6, Ohio 


MIS«¢ 


Continued on page 188 


TWELVE MONTHS ON THE SHELF. . 
AND STILL FRESH, LIVELY! 


FOR FULL VALUE GET 
VELVETOUCH 


@ Greater Sensitivity 


@ More Sterilization Life VELVETOUCH 


@ Mini ; 
inimum Deterioration SURGEON’S GLOVES 
Only Perry BROWN MILLED SURGEON'S 


GLOVES with the new revolutionary curing pigs nln nage peo 
method withstands the agents of deteriora- pe eer te 
tion for so long. .. . And VELVETOUCH 

gloves will retain their original qualities 

after more sterilizations than any other Jobbers: Write us for 

brown milled glove on the market today. 


Keep tab on a pair! full information 
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TENSOR 


ELASTIC BANDAGE 


SE yp you Pt os 


Because TENSOR is woven 


with LIVE RUBBER THREAD— 


Yes, TENSOR Elastic Bandage stays in just 
the right place . . . at just the tension you 
apply without discomfort or harmful con- 
striction. For TENSOR molds itself to the 


area with all the live elasticit ly l 
vubine thesad aon gouvide ... . sek tamadh TEMPERED FOR EXTRA STRENGTH 
is lightweight and cool, too. Smooth selvedge 


edges and neutral color make TENSOR incon- by special heat treating methods 


spicuous. TENSOR retains its elasticity even 


after frequent washings. Don’t just say TORRI NGTON 
Elastic Bandage— prescribe TENSOR! You 
can apply TENSOR with confidence . . . it is : 


woven with Live Rubber Thread! stainless steel 


FIRST IN ELASTIC SUPPORTS 


—e_ A product of — surgeons needles 


ae BR A U F R & 3] L A a K ie . Order from your hospital supply dealer. Catalog on request. 
: THE TORRINGTON COMPANY, Torrington, Conn. 
Division of The Kendall Company, 2500 S. Dearborn St., Chicago 16 Specialists in Needles since 1866 
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NURSES—Registered nurses and registered NURSES—Surgical and General floor duty 
P Ht] 5 I T | 1] 4 S 1] a E N psychiatric nurses; men and women; for state nurses: for 3-11 and 11-7 plus a full time re- 

hospital assignments, for general duty, hos- lief nurse 7-bed modern hospital; positions 
pital work, tuberculosis and psychiatry; also fer complete maintenance, excellent salary, 
registered psychiatric nurses with college de- 44-hour week, two weeks’ vacation with pay 
gree as instructors of affiliating schools of plus half days for holidays. Apply, Highland 
psychiatric nursing; good salaries; opportunity Hospital, Belvidere, Llinois 
for advancement; excellent retirement and in- ——— snide ceinateningenaginansaitaan 


NURSES—Graduate; for new 50-bed general 
hospital in thriving village, Catskill Moun- 
tains, 8-hour day, six-day week, time-and- 


one-half for overtime after 40 hours, rotating . ae 
shifts; average gross cash salary $200 to $210 surance plan. Write, Division of Personnel 


month; full maintenance available for $10.50 Service, Department of Public Welfare, State 
week Apply Superintendent Nurses, Mar- Armory, Springfield, Illinois. 

garetville Hospital, Margaretville, New York 
Phone Margaretville 50 


NURSES—Registered; for work in Los An- 
geles County Hospitals; $221 per month, 40- 
hour week: civil service benefits. Apply Los 
Angeles County Civil Service Commission, 501 
N. Main Street, Los Angeles 12, California 





NURSES—Staff; for Hahnemann Medical Col- 
auneeain ‘ ue - - lege and Hospital of Philadelphia, Pennsyl- 
NURSES—General Duty; for new 50-bed gen- vania; many fine positions now available in = 
eral hospital; well equipped; 48-hour week; teaching institution with opportunities for ad- NURSES—General duty; preferably with ex 
rotating shifts; salary $180 plus meals while vancement and time allowed for advanced perience; one for permanent night duty in 
on duty, and uniform laundry; 21 days paid study; centrally located in metropolitan area; newborn nursery, 45 inets; also one for 
vacation with 12 days annual sick leave. Apply liberal and democratic policies enforced, some medical and surgical ward; salary, $215 plus 
Superintendent, Everglades Memorial Hospital, of which for general staff are a 44-hour week; meals and laundry; $10 increase after 60 days; 
Pahokee, Florida. $170 per month; 6 full or 12 half holidays living accommodations if desired; attractive 
during year generous sick time granted new nurses’ residence to be opened in No- 
NURSES—Full or part-time assignments; of laundering of uniforms and one meal free; vember: 210-bed general hospital in residen- 
portunities for progressive experience in gen- comfortable living accommodations provided in tial suburb of Chicagi Apply to, Director 
eral hospital near university; special surgical nurses’ residence if desired; rotating shifts, not of Nursing, MacNeal Memorial Hospital, 3249 
program; convenient living quarters and food longer than 4 weeks’ for evening or night South Oak Park Avenue, Berwyn, Illinois 
service in residence Address, Director duty unless permanent assignment requested; 
of Nursing, Mount Sinai Hospital, Cleveland, liberal increases of salary granted for rota- 
Ohic tion. For further information, write to Asso- 
ciate Director of Nurses, Hahnemann Medical ical, surgical, 
NURSES—General staff; for 740-bed gen College and Hospital, 230 North Broad Street, ing in teaching hospital; choice of 40-hour 
hospital; 44-hour week; rotating shift sf Philadelphia, Pennsylvania. or 44-hour week; salary 40-hour week, rotat- 
ary, junior staff, $2400-$2580 per year, _— $$$ $$ ing hours, $220; permanent evening or night, 
years; senior staff, $2460-$2640 per NURSES—Staff; for 250-bed approved hos- $230; salary 44-hour week, rotating hours 
per month additional for evening pital; 40-hour week; $200 base pay; additional > permanent evening or night, $253; fur- 
duty; two weeks’ vacation and twe $20 for the evening shift; $10 for nights; $5 nished apartments $30 per month; registra- 


NURSES—General staff; experience in med- 
pediatric and orthopedic nurs- 


sick leave allowable on accrual plus increase every six months until $50; month's tion in Illinois or eligibility for registration 

basi Write Superintendent of paid vacation a year. Director of Nursing required Apply to Director of Nursing 

Barnes Hospital, St. Louis 10, Mis- Service, St Elizabeth Hospital, Yakima, Service, University of Chicago Clinics, 950 
Washington East 59th Street, Chicago 37, Illinois 


Continued on page 190 


STOP ... floor wear! 
CUT HOOR UPNEEP COSTS! LOOK. .. how easy they move! 


. no noise! 











Brillo’s exclusive 


SOLID DISC STEEL WOOL ctost-stranded, hiah- Specify and standardize on Bassick casters and glides 
FLOOR quality steel fiber pads give to guarantee quality and satisfactory service. Made 
op service ot lowes: cost. Tike by world’s largest manufacturer of casters and floor 


100 useful disc is resilient, fast 
PADS working, long-wearing. Four grades: from protection equipment. THE BASSICK COMPANY, 
scouring to high polish. Sizes for all machines. Bridgeport 2, Conn. Division of Stewart-Warner Corp. 
ee In Canada: Bassick Division, Stewart-Warner-Alemite 


Brillo Mfg. Co., Dept. M, 60 John St., Brooklyn I, N. Y. Corp., Ltd., Belleville, Ont. 
Send free folder on low-cost Brillo floor care 


Neme___ 
— = MAKING MORE KINDS OF CASTERS 
City & State Pa) | ... MAKING CASTERS DO MORE 
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‘DAV-SON 


The Standard of 
Bulletin Board 
Quality 


Dav-Son Cork Back Bulletin Boards 
For Pinning Up Announcements, 
Photographs, Letters, etc. 

e Indoor and Ourdoor Styles 

e@ Hardwood or Metal Frames 

e@ With or Without Locking Glass Doors 
e@ Many Sizes in Stock 


Dav-Son Changeable Letter Direc- 
tories For Lobby, Office or Outdoor 
Use. 


e Wide Variety of Styles and Sizes 

e@Glass Enclosed Front 

e@ Hardwood or Metal Frames 

e Highest Quality Felt Background in 
Choice of Several Colors - 

e@ Many Letter Styles and Sizes 


INFORMATION 


Dav-Son Name Pilates For 
Desk, Door or Wall Mounting 


Choice of Match Wood Bases 
WRITE TODAY FOR FULL base ae ae pO 


PARTICULARS AND PRICES e Names May Be Changed at Low Cost 














JG. DAVZUPORT & SONNE 
gu con] 311 =N.~. DESPLAINES ST., Ci 


CHICAGO 6, ILL. 


MANUFACTURERS OF BULLETIN BOARDS FOR EVERY NEED 





For Complete Satisfaction in 


HOSPITAL DOORS 


Install — 
Hardwood Products 
SOLID CORE 
FLUSH DOORS 


Into these better doors we build: 
Economy—At a slight increase in price 
over perishable lightweight doors Hard- 
wood Products Solid Core Doors cost 
less over the years. They stand hard 
service and actual abuse. 

Long Life—Because of their solid sub- 
stantial construction, they hold their 
veneer and their shape for the life of 
the building. 

Quiet—The solid core of soft wood acts 
as a sound insulation—keeps noises 
wie where they originate. Reduces sound 

ul for “he transmission up to 30 decibels. 

Safety—Slow burning in themselves they 











are a fire retardant—when fireproofed 
they become firebars. 


TO ISOLATE 
Psychiatric or 
Obstetrical 
Wards. 

The one completely 
satisfactory door 
is the Riverbank 
Sound Insulating 
Door Installation. 


Write today for complete specifications on 
these better doors—Ask for Bulletin 51. 


HARDWOOD PRODUCTS CORP. 
Neenah, Wisconsin 


75 E. Wacker Drive 101 Park Ave. 
Chicago, Ill. New York, N. Y. 














THIS CHILD'S S CRIB 


COMBINES SAFETY WITH CONVENIENCE 





Child's erib_) 
with Mt. Sinai 
Adjustable 
Bottom 


manufactured by 


level 
chinhb o 
id through 
red by child in erih or 


sides lo 
child cannot fall or 


so child cannot force he 


Safety wer to if spring Sides extra-deep, so 


ut. Closely spaced upright filling rods, 
open spaces 

Sides cannot be lowe on floor, but are 
easily operated by attendant, who presses pedal and simultaneously 


lifts side. For details 


FRANK A. HALL & 
1828 

m Avenue, New York 16, 
New York 
GIVE 


of this and other hospital furniture, write 


SONS 
Since 

200 Madis« 

Factories at 120 Baxter Street. 
HALL BEDS WEAR LONGEST- 


N. Y. 
and Southfields 
BEST SERVICE 


mM, ¥. 
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CUT IRONING COSTS WITH A... 


UNIPRESS 


ALL PURPOSE 
WEARING APPAREL UNIT 


@ Fast easy lays and smooth operation increase output and reduce 
ironing costs. UNIPRESS gliding action produces high quality 
“satin-like” finishes and gives that professional look. Compact, 
ruggedly built with few moving parts—ideal for the hospital 
laundry. 


SEND FREE CATALOGUE TO: S ‘s: 





, SSS eee eee eee eee eee eee eee eee 


Name 
Hospital 
Address 
City 


Zone State 


THE UNIPRESS COMPANY 


Manufacturers of laundry power presses and equipment. 


MINNEAPOLIS (5) MINNESOTA 





ivan eee 


SUPERVISOR—Operating room; for private SUPERVISOR—Obstetrical, assistant; salary 
and semi-private operating rooms; experience open; provision can be made for living in 
in large hospital is required; immediate open- Write, Director of Nursing, Middlesex Gen- 
ing & salary and working conditions. Ap- eral Hospital, New Brunswick, New Jersey 
ply to, Superintendent of Nurses, The Mount imeniaiiann er ee See 


-_ . ° - Sinai Hospital, 11 East 100th Street, New « — ’ . cS ” fiat 
NURSES General duty: for 7 : ’ Tak Sh Mew Sock TECHNICIAN—Laboratory registered; new 


P.M. to 11 P.M. 11 7 ’ . 50-bed hospital in thriving village, Catskill! 
of duty xcellent Mountains; permanent or from May through 
cations should October; salary open. Margaretville Hospital 

SUPERVISOR Operating room; experienced Margaretville, New York 
post graduate work B.S. Degree; pleasing 





personality interested in student education 


FTHERAPISTS~-Physical; for state hosp.tal 


apable of efficient 1 sment of he o 
pable etlicier nahagemen reavy p and schools, urgently needed to work with 


RESIDENCIES Anesthesiology fully ap- 
proved; clinical and didactic instruction in all 
phases of anesthesia iniversity affiliation 


$200 per month, first year; maintenance avail- 


erating room schedule $09-bed hospital; liv 
ing accommodations if desired. Write Dire« 
tor of Nurses The Jewish Hospital, Cin 


: cinnati 29, Ohio . 
reasonable rates Apply, Administra- excellent salaries ex perience not required 


tor, Evanston Hospital, Evanston, Illinois other positions for Music and Recreational 


adults and = childret thro wut California 
special work with handicapped children; many 
ypenings for registered physical therapists 
able at 
therapists nationwide examinations now 
RESIDENCY IN ANESTHESIOLOGY—Ap SUPERVISORS—Operating room, obstetrics scheduled Apply at once, Recruitment Rep 
proved; available immediately Apply, Superin medical-surgical, evening and night; staff resentative, Department P-3, State Person 
Maumee Valle Hospita Toled nurses for all services; modern new hospital nel Board, 1015 L Street, Sacramento, Cali- 
Ohi in small southern city; salaries dependent on fornia 
qualifications. Contact Director of Nursing 
SUPERINTENDENT Assistant, for general Service, Jackson-Madison County General Hos- -_—— ——————$—$—— — 
: pital, Jackson, Tennessee 


hospita beds; salary $1 5 per month, full INTERSTATE HOSPITAL 


maintenance acation and sick leave Apply 


Superintendent, Nantucket Cottage Hospital AND PERSONNEL BUREAU 


Nantucket, Massachusett SUPERVISORS—For medical and surgical Miss Elsie Dey, Director 
nursing, wards; medical and surgical nursing, 


SUPERVISOR—Night; for 125-bed accredited private; large general hospital; administrative 332 Bulkley Building 
general hospital with school of nursing: salary duties only; degree and experience preferred ry 
open; experience necessary Appply, Director overall cash salary depends upon qualifications Cleveland, Ohie 
of Nurses, imbia Memorial Hospital, Hud- Apply, Superintendent of Nurses Cooper ADMINISTRATORS— (a) 100-bed hospital 
on, New York Hospital, Camden 3, New Jersey Ohio; in need of reorganization. (b) 125-bed 
—_ hospital; West Virginia c) New 75-bed hos 
SUPERVISOR on or eral pital; college town, Ohio; open September 
hospita 10 i ir SUPERVISORS Obstetric and Operating $6600. (d) 50-bed hospital; western Pennsyl 
room for 5-bed community hospital in vania. (e) 65-bed hospital; Iowa 
southern Wisconsin special preparation or 
experience necessary; salary open depending DIRECTORS. College of Nursing (a) 500 
ipon qualifications maintenance included bed hospital iniversity city, west coast 
Apply, MO 90, The Modern Hospital, 919 N $5,000; M.A. Degree preferred. (b) 300-bed 
Michigan Avenue, Chicago 11 hospital; south outstanding school 


Continued on page 192 


_— % 


2 bentply....o: RELAXING MONTEFIORE HOSPITAL 


Warmly comfortable Thonet Bentply answers the call for attractive 


furniture which will give years of lasting satisfaction. 
Write today for illustrations and detailed 


information on Thonet Bentply and Bentwood Furniture. 


THONET INDUSTRIES INC., DEPT. K7, ONE PARK AVENUE, N. Y. 16, N.Y. ¢ SALES OFFICES: NEW YORK e¢ CHICAGO e¢ STATESVILLE, N. C. 


Montefiore Hospital, New York * Thonet Chair 3007, Settee 5022 and tables 
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McKesson 





Electrolor 


Oxygen Tent 








Better for Both 
Patients and Nurses! 


The New McKesson Electrolor Oxygen Tent 


See How One Feature Helps Your Nurses and En- 
ables You to Give Better Service to Your Patients— 


Look at that modern inlaid Panel! . . . It's lighted from 
within . . . with Green to indicate Oxygen, and Red 
for Temperature and Blower Control. 


To your patients, that means—better rest at night with 
fewer interruptions to sap precious strength 


Because the nurse doesn’t have to turn on any lights 
to read this pane! . . . She can read it in the dark! 


And that's just one of many new features which have 
been built into this gleaming, lustrous, modern Elec 
trolor Oxygen Tent. 


For a better Oxygen Tent for both patients and nurses 

. let us send you our free Electrolor Brochure . . 
It gives you complete information and is yours for a 
postcard cr note 


M< 
APPLIANCE 
COMPANY 


esson 
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Security 
without 


bars! ~— 


ZA 


Protect patients and also speed their 
sturdy, cheerful Chamberlin Security 
tensile stainless-steel 
attacks 











with 
High 
violent 


recovery 
Screens 
withstands 
doubles as efficient insect screen 


screening 


gee MONARY Chamberlin Security Screens—the 
modern means for detention—assure absolute pro 
tection and faster recovery for mental patients. 


Installed on the inside window frame or wall, Cham 
berlin Screens help prevent damage to window or injury 
to patient from broken glass. Chamberlin’s exclusive 
spring construction on an all-metal frame supplies just 
enough “give” to protect patients from bodily injury 


as well. 


Trim, modern Chamberlin Screens aid therapy, too, 
through elimination of bars, which provoke depression 
and violence. Screen construction gives patients 
clearer visibility and adds to homelike appearance 


ot room, 


Emergency Fire Release 


Now, Chamberlin gives you added protection with the 
Outside Emergency Fire Release, optional on Cham- 
berlin Security Screens, A flip of the wrist Opens screens 
instantly from the outside, permits rescue of patients 
quickly in emergencies. 
Let Chamberlin’s free, nation-wide 
Screen Advisory Service show you 
how you can modernize with these 
revolutionary screens, Just call on 
write: 
Chamberlin Company of America 
Special Products Division 


1254 La Brosse St., Detroit 32, Michigan 
Modern Institutions turn to 


CHAMBER 


CHAMBERLIN COMPANY OF AMERICA 


Emergency Fire Re 
lease opens Chamberlin 
Security Screens in 
stantly from the outside 

permits fast patient 
removal 





For modern detention methods 


- Chamberlin Institutional Services —_—————— 
also include Rock Wool Insulation, Metal Weather Strips, 
All-Metal Storm Windows and Insect Screens 





Want Advertisements , 


INTERSTATE—Continued BUSINESS AND MEDICAL 


P 0 5 I T I 0 | S 0 P E N GENERAL DUTY—Also scrub nurses; new REGISTRY—Continued 


— mee ag io agg tong Ohio, — ANESTHETIST—Smal! Oregon hospital aver- 
gan, ne nena exas, Arizona, Iowa aging 40 majors and 40 minors monthly; $350, 


INTERSTATE—Continued am init 
NURSING SUPERVISORS N 1 7 we room; rotate call and week-ends with another 
. . s s . . . . fa) ew UU. 
= rom - t sthetist. 
bed hospital; southern Michigan; $325. (b) INSTRUCTOR—Psychiatric nursing; affiliat- ee 
75-bed hospital; Ohio; opening planned for — students; 200-bed hospital; midwestern ANESTHETIST—For obstetrics; Catholic hos- 
October. (c) 125-bed hospital; western Penn- city pital; Washington; $310 with increases 


DIRECTOR OF NURSIN(¢ 100-350-bed ALLEN AGENCY DIRECTOR OF NURSES—Take charge nurs- 
tuberculosis sanatoriums; suburbs of eastern 512 Kales Building wedge eyo edge ore my — 
peed mid-western cities $300-$400, mainte- Detroit 26, Michigan ° 

Telephone Woodward 1-7051 DIRECTOR OF NURSES ~General hospital, 
DIRECTORS, NURSING EDUCATION—(a) seein? Sees ; pleasant residential town 15 miles from Los 
00-bed hospital ; southeast. (b) Assistant edu- REGISTERED NURSE—for college with 1000 Angeles; prefer someone with degree and ad- 
eational director: Florida. (c) Student health enrollment; beautifully located, small town, ministrative experience; $285 
director; 250-bed New Jersey hospital d) mid-west; cla A co-educational school HEAI NURSE ‘ f 
Assistant, nursing service; 200-bed Wiscon- —— LAD f tSE-—Charge of nursing service; 
is Kanak ih 1 phcasaiie Kamiitak: contnal DIETITIANS—For hospitals and colleges in $0-bed county hospital; Nevada; should be 
tate: $350 the mid-west experienced in surgery $325, maintenance 


sylvania; $300, maintenance 


DIETITIANS, ADMINISTRATIVE—(a) 300- NURSES--For administrative and teaching OBSTETRICAL SUPERVISOR—Degree and 
bed eastern hospital; $300, maintenance. (b) positions; mid-west postgraduate training or good supervising ex- 
250-bed Ohio hospital; $325. (c) Therapeutic; ge. err 88 perience salary open 


$200-$250, maintenance BUSINESS AND MEDICAL REGISTRY 

OBSTETRICAL SUPERVISOR—Washington 
X-RAY, CHIEF—(a) 250-bed hospital; Michi- (Agency) average 155 deliveries monthly; good salary 
gan; modern department. (b) 125-bed hospi- > P ? 10-hour week 
tal; Ohio; $200, maintenance Elsie Miller, Director 
as SURGERY NURSE—County _ hospital 
LABORATOR TE HNICIAN Registered ° 
—- ; ~e : epits ¢ ¢ , - 553 South Western Avenue vada; $225, full maintenance, increase to 
shee lareck ites sa A . after three months 

n ‘ 

HOUSEKEEPERS — (a) 300-bed _ hospital Los Angeles 5, Colifornia 
large mid-western city (b) 250-bed active ADMINISTRATOR-—-New district hospital PEDIATRIC SUPERVISOR—Degree and post- 
Michigan hospital «) 00-bed hospital; near southern 
Philadelphia d) 185-bed hospital central minimum two years’ administrative 
$500 area; salary dependent upon qualifications 


California; degree or equivalent and graduate course; teach and supervise depart 
ex peri- ment; well-known hospital in San Francisco 


state; $200, maintenance ence plus three years’ as assistant 


(Continued on page 194) 
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Absolutely safe for heaviest patient 


for fractures 
of the femur 
in infants 


and children 


8... Stryker infant traction frame is a simple 
device which permits home care for the child patient. 
Fully adjustable for children up to seven years. 
Designed for Bryant vertical traction, it 

makes reduction easy. Reduction should be checked 
with X-ray in twenty-four hours, and patient 

kept in traction until union is clinically solid. Child 
can be taken home early on this frame and brought 
in for regular check-ups and X-rays. Saves 

doctor's time. This convenient new frame will be a 
valuable addition to your fracture equipment. 


Write for information. Dept. H. 


KALAMAZOO 


ORTHOPEDIC FRAME COMPANY MICHIGAN 


UNDER 
BED 
STEP 


A MARVELOUS 
AID TO NURSE 
AND PATIENT... 


LESS TIME 
IN AND OUT 
OF BED 


< 


PROFESSIONALLY DESIGNED 


HOSPITAL APPROVED Clamps to bed frame 
— Easily attached and 





Step adjustable IN and OUT in- 
stantly to either side of bed—right 
or left. 

Eliminates need for footstools 

No floor maintenance obstruction 
Provides handy out-of-sight under- 
bed shelf for bed pan, slippers, etc 

Available through Hospital Supply 
Dealers. Write us for folder 
THE FOSTORIA PRESSED STEEL CORP. 
FOSTORIA, OHIO 
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removed. 


. 
Step slides in U 
channel! steel frame 
— Foot pressure locks 
step securely. 

. 
Step Guerds contro! 
proper extension of 
step. 

* 
Stopes have non-skid 
finish to prevent foot 
slippage. 





MODERN HOSPITAL 


EQUIPMENT 
Inspired These New 


Sanetlegs 


Now you can have smartly designed waste recep- 
tacles that look just right with the most modern hos- 
pital furnishings and equipment as generous in 
capacity as you want them and expertly sized as to 
height and minimum floor space. They are available 
in snow white, special colors and stainless steel fin- 
ishes for private rooms wards, clinics, solariums, 
kitchens, laboratories 
and nurseries, 

Each of the three 
sizes, Model M-12, 3 
gal., Model M-16, 4 gal 
and Model M-20, 5 
gal.) is equipped with 
a leakproof, acid-and- 
rust-resisting, hot 
dipped, galvanized Inner 
pail, round in shape 
Covers are rubber 
edged ot special over- 
hanging shape, designed 
to seal in odors 

For details of easy 
operation and range of 
beautiful finishes, see 
your dealer or S¢ nd 
for Folder $-327 


MASTER METAL PRODUCTS 
inc. 


311 Chicago St., Buffalo 4, N. ¥ 


MODEL M-20-AS 


Height 26”; 11” Square 


MODEL M-16 


Height 23”; 11” 
Square 











SHAY —Continued WOODWARD—Continued 
POSITIONS OPEN CLINICAL INSTRUCTOR Medical and sur be capable; southwest: $700 way 
4 divi n 0-bed IOs pite ocater ish speaking, preferably Catholic for 


gic ie 


beautiful New Eng 1 cit many culturs psychiatric | pital situated in tropical 


SHAY MEDICAL AGENCY geen Sirsa ae ev 
‘ ery progressive personnel policies there us and rece 
Blanche L. Shay, Director © 66 student nurses in the three year basic stitution con 
. progr excellent iliations » per cs »referably individual experience 
w gran D affiliation ir pediatri I 
55 East ashington Street mmunicable disease and psychiatric nursing with 
Chicago 2, Illinois $3,000-$3,600 plus full maintenance tary general 
quires individual with good experience 
DIRECTOR OF NURSES—East; 150-bed hos- stantial salary. (h) Lay; 150-bed gener 
ital; Degree in Nursing Education required untary hos western college town 
i) a 100-bed general voluntary 


WOODWARD MEDICAL being 


town 16,000; east ral. (3) 
PERSONNEL BUREAU equipped general hospital of 
located in Michigan city 75,000. (k) 
(Formerly Aznoe’s) general luntary hospital of smaller 
4 situated in desirable Ohio town, 12,000 hy 
DIRECTOR OF NURSES—Middle west; nev Ann Woodward, Director Medical, assistant; teaching hospital located 
modern 60-bed hospita ocated in ¢t mn <« interesting large southern city Degree ir 


within es comn z tance of 185 North Wabash Avenue ; , 
Hospita Administration essential; good 


urge the o Lining « ‘ excellent Ip- . . . 3 
si na cg p> agate gs, a gene Pacmag Chicago 1, Illinois ary. (m) Lay; male or female; new 40-bed 


) f : 
hospital being built by excellent, old estab 


facilitie available hospital States dependency mild climate; knowr 
mmended. (f) Lay; non-profit in- 


templating new 


Texans. (g ay; 140-bed easterr 


very 


l 
‘ 


ADMINISTRATORS a) Medical, assistant lished 6-man group: no training school: at 
NURSE ANESTHETIST—East; general hi general hospital completing 300-bed addition tractive midwest town; about $5000 initially 
ta ¢ 1 locates alts 0 000 experienced man preferred; will consider re- in) Lay: male or female; combined with pur- 


50 beds 
chases versonnel: 70-bed tuberculosis hospita 


' 
tment well staffed P wlern e ent medical graduate interested in remain 
ing ir administration; New York licentiate 


equired. (b) Lay; well equipped, well staffed 


; church related; resider tis o unity subur 
1 t $4,200 plus t t idential community ubu 
ban to large eastern medical center metrop 


-bed general hospital; desirable city 75.000 olis 
ASSISTANT DIRECTOR NURSES north central (c) Medical; 400-bed charity 

t; 206 affiliated with private and psychiatric units; requires doc- ADMINISTRATIVE STAFI APPOINT 

city f 50,001 te with demonstrable ability and scientific MENTS— Traine« susinNess manager 125-bed 

¢ mountainous interest the city, 150,000 substantial genera ospital situated foot hills of Grea 

mar recreational facilities; $3,600 F (d § 150-bed general hospital used Smoky Mount: must be familiar witl 


depending upon qualifications yrimarily for railway employee patients; must A.H.A. ac svstems 


Continued on page 196) 





eo a ay V-3 is 
ssorte izes a e Yuant rice. = 
sooo | RNS 

| LABELS S | 


FOR ONLY MADE SOLELY BY 


$9.05 
=] Printed in Blue G DRAPE wa 


IN 
Ink on White A NEW anes pRoPRietY 
EAST CHICAGO INDIANA Gummed Stock OMP 1S 
— When ordering * PROVIDES : FRY ° wo TAPES Of 1 
Dr. please state; With SLPS On IN A 


or Wit - Lines © SAVES poctors AN 


"card eo RELAXES PATIENT ill " 
Top + \NSTANTLY ADJUST 


\ONS 
dag EXAMINING POSIT w ORDINARY SHEETS 

















p wurses: TIME 





E RIVERSIDE COUNTY HOSPITAL 3 | 
| 
| 


(851 MAGNOLIA AVE) 
ARLINGTON Ph 9890 CALIFORNIA 
one 8 —_ ee 7 ll * costs nO MORE THA 








WRITE FOR 
WLLUSTRATED 


SA PHESONTERIAN HOSPITAL }+e V FOLDER 
DENVER COLORADO YY 























' 
. 


Complete line of boxes and labels for pharmacy use. Write for catalog. 
TYeninlabel azarcunst,  oean7s22 Se HOSPITAL UNIFORM CO. INC. 
( Bex WESTPORT STATION P.O. BOX 5925 


The MODERN HOSPITAL 

















CRACKED ICE CART 


ALL STAINLESS STEEL 


ay 
150 Ib. Storage— 
Heavy Duty 
Rubber Wheels— 
Three Inches 


Insulation 


© 
Immediate 
Delivery 
-* 


Model XV Ice Cart 
For Storage and Mobility 
All Stainless Steel 


Write for Catalogue 


Complete Line of Cracked Ice 


containers and carts. 


GENNETT & SONS, INC. 


RICHMOND INDIANA 











SPECIFY: 
BISHOP “BLUE LABEL” 


@ Hypodermic Needles 
@ Hypodermic Syringes 
® Clinical Thermometers 


AND BE SURE OF: 


® Maximum Safety 
@ Minimum Discomfort 
@ Complete Dependability 


Bishop's efficiently-designed, “sharper-than-ever,” 
stainless steel needles with precision-made chrome 
plated hubs, when teamed with the “Blue Label” 
precision-made Syringe is your assurance that you 
have the finest in hypodermic appliances right at your 
fingertips 

Quality and service considered, they are your real 
“economy package.” 


J. BISHOP & CO. PLATINUM WORKS 


MEDICAL PRODUCTS DIVISION 


MALVERN, PENNSYLVANIA 


Over 100 years of service to Science and Industry 
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CLEAN LARGE-AREA FLOORS 


Br ges 1: 


with a Aéeeell scruBBER - VAC 


This combination machine applies the cleanser, 
scrubs, rinses if required, and picks up —all in 
one operation. With one or two operators, a Fin- 
nell Scrubber-Vac can do a cleaning job better in 
half the time it takes a crew of six to eight using 
separate equipment for the several operations. 


The model shown above, for heavy duty require- 
ments, cleans up to 8.750 sq. ft. per hour. Has 
new type of water valve that assures uniform 
flow of water... powerful vacuum for efficient 
pickup... a Finnell-developed trouble-free clutch, 
affording effortless operation... improv ed water- 
proof wiring: and minimum electrical connec- 
tions. simplifying the cleaning of the machine. 
Vacuum performs quietly. 


Finnell makes a full line of combination machines, all sel/- 
propelled, including a model for small-area buildings with 
2.00100 to 15,000 sq. ft. of floor space. This machine reduces 
cleaning time approximately two-thirds! Handles both wet 
and dry work. 


It's good to know that when you choose Finnell Equipment, 
a Finnell man is readily available to help train your main- 
tenance operators in its proper use. For consultation, dem- 
onstration, or literature, phone or write nearest Finnell 
Branch or Finnell System, Inec., 1407 East Street, Elkhart, 
Indiana. Branch Offices in all principal cities of the United 
States and Canada, 


FINNELL SYSTEM, IMC. \ wn 


Pioneers and Specialisls im PRINCIPAL 


FLOOR- MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 








POSITIONS OPEN 


THE MEDICAL BUREAU 


Burneice Larson, Director 
Palmolive Building 
Chicago 11, Illinois 


ADMINISTRATORS 


pletion expected January 


college town of 40,000, 


MEDICAL BUREAU—Continued 


medical school affiliations; east. (m) Assist- 
ant; general hospital; Marshall Islands. (n) 
Assistant accounting background required; 
duties include complete charge of business 
office; 300-bed general hospital; east. MH7-1 
A DMINISTRATORS—-Nurses (a) General 
hospital, 250 beds; extensive experience re- 
quired; should be member or fellow, American 
College of Hospital Administrators. (b) New 
hospital, 75 beds, nearing completion; college 
town, short distance from several large cities, 
midwest. (c) Assistant; general hospital, 125 
beds; should be qualified to succeed director 
upon retirement. MH7-2. 


EXECUTIVE PERSONNEL--(a) Personnel 
director; teaching hospital, 700 beds; man 
required. (b) Purchasing agent; fairly large 
hospital, California. (c) Chief admitting of- 
ficer; general hospital, 600 beds; young ad- 
ministrator preferred; east. (d) Director of 
personnel and public relations; 400-bed hos- 
pital; university center. (e) Business manager, 
150-bed hospital; newly created position; New 
England. MH7-! 


ANESTHETISTS—(a) To join staff of well 
known clinic founded by famous surgeon; 
university medical center; $400 monthly in- 
cluding meals, laundering of uniforms. (b) 
Two; small general hospitals located in resort 
area of Pacific Northwest; beautiful new hos- 
pital; capacity 200; $4200. (c) Modern well 
equipped hospital operated under American 
auspices in Venezuela; knowledge of Spanish 


desirable; immediately. MH7-4 


(Continued on page 198 


MEDICAL BUREAU—Continued 


DIRECTORS OF NURSES—(a) Large teach- 
ing hospital; university town of 100,000, east; 
minimum $6000. (b) General hospital, 300 
beds: 110 students 
ter, south; substantial salary, complete main- 
tenance, including apartment. (c) Voluntary 
hospital, 300 beds; staff of full-time special- 
ists, American Board men; nursing depart- 
ment well staffed; residential town located 
few miles from university and college center 
east. (d) Director, school of nursing, now 
being established by university: outstanding 
opportunity; Master's Degree desirable. (e) 
Teaching hospital maintaining college of nurs- 
ing for eighty students; several years" ex- 
perience required Degree desirable; 
west. (f) General hospitals; medical 
school affiliations; university center; midwest. 
(g) To take charge of nursing services for 


university medical cen- 


two small general hospitals, combined bed 
capacity 150; town of 20,000, Pacific North- 
west; $6000 h) Director, nursing service; 
new hospital, general, 85 beds; residential 
town on Lake Michigan, short distance from 
Chicago. (i) Assistant director, school of 
nursing having collegiate affiliations: excel- 
lent opportunity for advancement; beautiful 


location, California. MH7-5 


EXECUTIVE DIRECTOR Federation of four 
nursing organizations founded to promote 
better nursing service and welfare of nurses; 
10,000 members degree, administrative ex- 
perience familiarity with several fields of 
nursing including public health and nursing 


education required. MH7-7 
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for hospital dishwashing 


SALVAJOR Gives''7” 
SCRAPPING BENEFITS 


SCRAPPING & PRE-WASHING 
In One Action 


There's no rough scrapping of 
dishes before pre-washing with 
a Salvajor. It does both simul- 
taneously by just passing table- 
ware through the Salvajor stream 
of tepid water. No sprays to 
handle. No waste of hot or cold 
water because it's mostly re- 
circulated. 


LESS GARBAGE 
HANDLING 


As Salvajor scraps and pre- 
washes it also collects the debris 
and automatically drains away 
the liquid, thus reducing food 
waste content about 50°. Food 
waste is left relatively dry and 
odorless for disposal. 


NO TABLEWARE LOSS 
IN GARBAGE 


Silverware and small china can- 
not be scrapped carelessly into 
the garbage when using the 
Salvajor. A patented trap actu- 
ally separates the silverware 
from scraps and food waste dur- 
ing the scrapping and pre- 
washing operation. 


Four Additional SALVAJOR Benefits 


Better Dishwashing Operation With Less Maintenance. A Salvajor 
Scrapping & Pre-Wash reduces shut-downs for scrap screen cleaning 
Less Detergent & Hot Water Needed for Dishwashing. A Salvaior 
scrapping & Pre-Wash reduces number of dishwashing water changes 


uw Speeds ish Preparation. A Salvajor eliminates waste motion over 
temporary pre-wash methods 

w Space Savings. A Salvajor Jr. 
space. Fits any scrap table 


Mode! occupies only 15 inches of table 


You Can Get a Proved 
PATENTED 


“SALVAJOR 


as low as 


‘295° 


* Standard Jr. Mode! 
FOS Kansas City, Mo 


WasteXit’’ Food Waste Disposers To Suit Ali Requirements 
See Your Dealer or Write Manufacturer 


THE SALVAJOR COMPANY 


118 Southwest Blvd. Dept. MH Kansas City, Mo. 


Also 








Seenmnaredt Cub counter model 
Steam heated $235.00, 
J Can be furnished with base 

at slight extra cost 


What 
Steamcraft 
Users Tell Us: 


“The most important equipment in our kitchen.” 
“It has improved everything we have cooked.” 
“We are 100% sold on your steamers.” 
“It’s worth its weight in gold.” 
“Foods are much more attractive and taste better.” 
“This Steamcraft is the finest piece of equipment 
for a kitchen not having much room.” 
“Best tool in the kitchen.” 
“It saves lifting heavy pots and kettles.” 
“We have the best vegetables 
around—so we are told.” 
“We would be lost without it.” 
“No kitchen should be without this 
steamer.” 
“The greatest emergency equip- 
ment in any kitchen.” 
eo 


Yes, food service operators everywhere 

swear by their Steamcraft steamers. In 

our files are many, many letters of strong 

endorsement. If you have not put a 

Steamcraft to work in your establishment 

—let us tell you more HARD FACTS 

about this indispensable cooker. 

Steamcrafts are made in several sizes and models 

to suit your needs. Automatic clock control or 

indicating timer optional. For larger kitchens we 

make the famous heavy duty Steam-Chef steam- Steameraft twe-compart 
ers. Any of these steamers can be supplied for ment model. Takes 6 full 
direct steam connection or for ——— on gas size pans or |2 half-pans. 
or electricity. Write your supply house or us faane heated $295 cs ae 
for details is 


*Subject 


Takes 3 full size pans or 6 
as . electric 
Indicating timer shown 


345.00* , electric $425 
Base and indicating timer 
shown are additional 


STEAMCRAFT DIVISION 
THE CLEVELAND RANGE COMPANY 
“The Steamer People” 
3333 LAKESIDE AVENUE ° CLEVELAND 14, OHIO 


| Steameraft | 


to Federal Excise Tax 
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MEDICAL BUREAU—Continued MEDICAL BUREAU—Continued 

P 0 5 I T I 0 N S 0 P E N MEDICAL RECORD LIBRARIANS (a) SUPERVISORS— (a) Operating room; new 
Chief; 300-bed hospital; eastern metropolis hospital, 400 beds; affiliated with university 
(b) Chief; hospital and clinic; staff of 20 medical school; operating room staff of thirty 
MEDICAL BUREAU—Continued specialists; winter resort town, southwest. (c) (b) Orthopedic; to standardize and improve 
General hospital; fairly large size United 

FACULTY APPOINTMENTS (a) Eduea- States dependency; mild tropical climate. (d) 
tor; central school, students from Chief; voluntary hospital, 500 beds, New Eng- 
three hospitals; university city, midwest. (b) land fe) Smal general hos . college 
Nursing arts, public health and clinical in- town: Pacific Coast; minimum $300. MH7-12 wing of well established hospital: department 
tructors; basic program being established by averages 36 patients, principally private; col- 


nursing care on orthopedic wards, university 
ld hospital, university town 40,000 c) Psy- 

tlonal direc ‘ 

chiatric newly created department in new 


iniversity; four-calendar year program com- lege town, 100,000. (d) Pediatric, obstetrical 


PHARMACISTS—-(a) Chief; new  depart- 
ment, general hospital; minimum $4000, Cali- 
fornia. (b) Chief: general hospital, 200 beds new, air-conditioned residence recently com- 


bining general and professional education and surgical floors; general hospital, 450 beds 

east (c Instructor in nursing education 

iniversity appointment south (d) Educa- 7 . 

, Wisconsin; minimum $4200 ( New hos- pleted; university city of 300,000, southwest 

tional director and nursing arts instructor 
hospital, 250 beds ail eden endian pital, completion expected November college e) Operating room; modern hospital oper- 
town 50,000, southwest (e) Instrue- town, south. MH7-13 ated under American auspices, Asia. MH7-17 
in charge of education program includ- 

ing instruetor in nursing arts; well equipped SCHOOL AND STUDENT HEALTH 

hospital »perated inder American auspices NURSES (a To serve as superintendent of 

Asia (f) Edueational Director collegiate nurses, student health department, 

chool, residential town, 70,000, near Chicago iniversity. (b) Chief nurse and, also, ste group 


STAFF NURSES—Several; relatively new hos- 
pitals operated in connectior with 25-mar 
clinic; $70 weekly west. MH7-18 
1200, maintenance. MH7-6 nurses; public schools, town 80,000, midwest 
= (c) Student health nurse; liberal arts college; TECHNICIANS a) Laboratory supervis« 

EE eee nae ak Mura: "middle. west. (a) ‘Student health department,  qualifed to assume responsibility for depart 

: ‘ : ait7} "a ’ a ee — _ ments of hematology, urinalysis, BMR-EKG 
MALE NURSES—(a) Industrial hospital ies and, also, biochemist, M.S. Degree rge hos- 
Chicago ar b) Psychiatrie hospital; uni pital, university medical ent midwest 


Se toe Minees Geen SOCIAL WORKERS -(a) Psychiatric; new $3600-$4200. (b) Chief 


e hnician; 450- 


guidance center, coastal city, south. (b) Med- 
SOCIAL DIRECTOR AND COUNSELLOR ical case worker; large general hospital; resi- 
Voluntary hospital 00 beds llege towr dential town near New York City. (c) Med- 
New England MH7-10 ical; to direct department, large teaching hos- 

pital. MH7-15 laboratory technician pr 
PUBLIC HEALTH NURSES-—Several, te perienced | laborat 
erve 1 industrial health consultants with SURGICAL NURSE—To assist American in parasitology chemist 

ge insurance compar New York tostor Board ophthalmologist, chief, department, eye knowled i antageous 

cag MH surgery group clinic. MH7-16 Ameri : ) MH7- 


bed general hospital 
around $4000 (« 


nician: clinic appointment 


Continued on page 200 


as a hot drink... 


as a basis for cooking 


Aly) BOUILLON STIMULATES 


} 
CONVALESCENT APPETITES 


Rich in beefy flavor, Maggi's Granulated 
Bouillon Cubes made into a delicious “broth” 
augment the appetite and promote diges- 
tion in debilitated states following illness and 
in various asthenic conditions. 


In addition to serving Maggi's Bouillon at 
luncheon, dinner and between meals, more 
and more institutions use Maggi's Granulated 
Bouillon Cubes in the handy, economical one 
and two pound jars as a cooking basis to 
make soups, meat and vegetable dishes more 
palatable. 


Granulated sien Order from your supplier today 


®ounton-cuses 


BOUILLON CUBES 2 OTHER MAGGI FLAVOR FAVORITES 


*® Maggi’s Seasoning 


*® Maggi’s Gravy Powder, Chef Style 
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HehhGh 


STAINLESS STEEL REFRIGERATORS 


PERFORMANCE-PROVED MH 
; —] Buffalo 


| | MODEL 120 
CHARLIE’S - FOOD CUTTER 


CAFE 
EXCEPTIONALE 


IN MINNEAPOLIS 


Prepares Hundreds of Standard 
ee © ce Dishes Better, Faster, Safer... 
ee — eee at LOWER COST 


Any institutional, hotel, or restaurant kitcher can save 
enough time and eliminate enough waste with this machine 
to write off its cost many times. At the same time, menus 
can be more varied; food will be more attractive in appear- 


ance and richer in flavor. 


In just a few seconds this powerful cutter will blend and cut 
Shown above are HER- 
RICK Model RSS66 
Reach-In and a custom 
built HERRICK double- 
front pass-through type 
Reach-In. This kitchen \ special self-emptying device saves additional time and 
also contains five other prevents waste \bove all it assures safety, for the operator 
HERRICK Refrigerators never needs to reach into the bowl. All parts in contact with 


a twenty pound batch of food ingredients to any degree of 
hneness There is no mashing or burning, no squeezing or 
drying. All natural juices are retained in raw or cooked vege- 
tables, meat, fish, clams, nuts and similar constituents. 


food are heavily tinned to prevent corrosion and facilitate 
At left is a close-up of cleaning. Many special attachments are available to add to 
a custom built all stainless versatility and usefulness. Write for complete details or call 
steel HERRICK Reach-In your Kitchen Equipment Dealer 
used exclusively for chil- 
ling “Charlie's” famous 


hors d'oeuvers. Other BUFFALO Kitchen Equipment... 


Charlie’s’’ national fame for fine food has been achieved Bench or pedestal food cutters with 7 pounds to 25 pounds 


with the help of seven HERRICK Refrigerators. You, bowl! capacity. Bench or pedestal vegetable slicers and 

HERRICK k P slicing attachments for food cutters. Bread slicers— hand 
too, can count on ICK to enhance your reputation or electrically operated. Ice-Cream Slicers and Potato 
by keeping your foods and beverages at their delicious best. Chip Slicers 


HERRICK’s complete food conditioning assures peak 
WRITE FOR ILLUSTRATED LITERATURE 


ON BUFFALO EQUIPMENT 


freshness and flavor always. Compare HERRICK Stainless 
Stee/ refrigerators with any other make, and you'll see why 
HERRICK is the choice of so many discriminating users 
who demand the finest. Write for name of nearest supplier. 
HERRICK REFRIGERATOR CO. * WATERLOO, IOWA 
DEPT. M COMMERCIAL REFRIGERATION DIVISION 


JOHN E. SMITH’S SONS CO. 


{EPR ICh (he Chictlbcral of RY tgyovalbee 50 BROADWAY ¢ « BUFFALO 3, NEW YORK 


Sales and Service Offices in Principal Cities 
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___ Want Advertisements 


P 1) S I T I 0 N 5 0 P E N MEDICAL ee PLACEMENT BUREAUS 


TECHNICIANS —(a X-ray; male; to head MEDICAL-DENTAL PERSONNEL BUREAU 


Department; $400. (b) Laboratory; 125-bed 


MEDICAL PERSONNEL EXCHANGE New York City area; $230, maintenance OF SPOKANE 
Nellie A. Gealt, R.N., Director We make no charge for registration Mary Lowry, M.T., Director 
4707 Springfield Avenue 
Philadelphia 43, Pennsylvania 


suestupmisrs a) smuawt Sox Jere PLACEMENT BUREAUS 


maintenance 


525 Paulsen Bidg. 
Spokane 8, Washington 


Many Good Positions in All Medical Specialties 
$300, maintenance 

PROFESSIONAL PLACEMENT SERVICE 
DIRECTOR OF NURSING-—110-bed; New - ees in the Great Northwest 
York; small school with university affiliations 1740 K Street, N. W 


$4200; maintenance includes pleasant apart- Write us for full details. 


Washington 6, D. ¢ 
ment 


DIETITIAN—160-bed; east September Ist We invite you to register with us. Excellent 


$3000, maintenance opportunities for well qualified Administrators 


ZINSER PERSONNEL SERVICE 


INSTRUCTORS a) Clinical (b) Nursing Superintendents of Nurses, Instructors, Dieti- 
arts; September Ist; 218-bed; east; starting an 
$200, maintenance ans, and Technicians Anne V. Zinser, Director 
SUPERVISORS—(a) Obstetrical; new hos Suite 1004—79 West Monroe Street 
pita starting $2700, maintenance. (b) Op- 
erating room large hospital Philadelphia Chicago 2, Illinois 

ea; $3000, maintenance. (c) Night; 50-bed ALLEN AGENCY 


oast £3000 mainte ance 40-hour 


512 Kales Bldg. We have many good openings for Directors of 


Detroit 26, Michigan . r 

RECORD LIBRARIAN — Assistant director Nurses, Instructors, Supervisors, Dietitians, 

medical records department; 700-bed hospital We have good opportunities in Michigan and 
slary commensurate with training and ex- 

perience the mid-west for medical personnel in all 


Medical Technicians, Record Librarians and 


‘ Staff Nurses. If you are looking for a position, 
LIBRARIAN Doet i fields. Our service is confidential and carefully 
SRAR ectors and nurse 


bed hospita $200 supervised by Esther Allen, Owner please write us 


Continued on page 202) 


FOR HYDROTHERAPY CONTROL 








WHERE ARE 
THOSE #I3é Jay 
KEYS ? 
THIS /S AN 
EMERGENCY! 








Read how MOORE KEY CONTROL* 


can save you money and man-hours 








You owe it to yourself to investi- nienee and privacy. No wonder 
gate this modern system of key Moore Kev Control is used 


control. It saves money year in’ throughout schools, institutions, I FONARD 
al — 
and year out by eliminating ex hospitals, industry, government, — 
pensive repairs and replacement” transportation, communications, "eh ae ware | f % 
of locks and keys. What's more, housing wherever keys are — ¥ _ 
f 
yy 





\ 
it guarantees security, conve- used. Send for details today! ~ 


TELKEE r Select a valve “designed for the installation” 
* TRADE MARKS @ P.O. MOORE, INC, Dept. Ml from the complete line of high quality Leonard 

100 Fourth Ave, New York 10, N. Y Valves now available. There's a wide range of 
Mail Coupon Please send literature outlining savings sizes, capacities and prices described in Catalog 
today for possible with Moore Key CONTRO H, Write for a copy today. 


Free Booklet Vame 


tddress LEONARD VALVE COMPANY 


1360 Elmwood Avenue e Cranston 7, R. I. 














The MODERN HOSPITAL 





shim Cacia A 


ret fe + d 
tea Ma aden pd 


pows Hy 


FOR FLOORS... 


a ms 
‘or Economy 


The Longer-lasting linens you 
get at BAKER are expressly 
woven for service. They pay 


off in lower linen costs. 


CALLS FOR "ST. PAUL. BAN” 


HILLYARD floor protection 


Hospital floors must endure traffic 24 hours a day. 
Yet in hospitals as elsewhere, improper cleaning 
methods can do more to wear out floors than even 
this punishing day and night traffic. Use Hillyard 
floor protection and be sure of long-wearing, safe, 
beautiful hospital floors. 


me 
u a ; 
ne es nly - 
4 disso oro¥9 needs 
A DO sv 
ul soot» cate 7. 
a £o0% yyndes 


” pavi-SWe ‘ 


Made in standard 
sizes or in special 
sizes to meet your 
needs. 


Write for complete catalog 


MEESE, INC. 


106 St hiticnale St _— ~ and ‘ Consult the Hillyard Main- . 


taineer on floor problems 
: ; Warehouse stocks in all 
Madison, Indiana 


principal cities 


St. Joseph, 
Missouri 


75, No. |, July 1950 





PLACEMENT BUREAUS FOR SALE FOR SALE 


7 East 42nd Street Lancaster, Pa we zarks . »yroof construction. Eight 
New York City 17 Makers of hospital pins, rings and metals of 
kind beds, four bassinets. Finest equipment—flu- 
all inds 
If you are seeking a position or personnel ae eee apie cilibaiiee  euelae 


please write. Gladys Brown, Owner-Director. 
. X-rs Clinic and hospital separate buildings 
; do Cc . Registration : TITRCING . wINE 
We Do Net Charge s Registration Fes NURSING AND MEDICINE 
: “ ception room Living 
We have in stock every nursing or medical 
book published. Lowest prices with unexcelled qu rs 1 inie building Only hospital 


Sacrifice at $20,000-—-will take 


AMERICAN HOSPITAL BUREATL service. Write Chicago Medical Book Company, 
Member Congress and Honore Streets, Chicago 12. 
American Hospital A Illinois 0 down and balance first mortgage for 
846 Hanna Bilding, Cl year Suitable for n or two Write 
Specializing ir 
. Oklahoms 
iperior Executive Pers« New and used hospital equipment bought and = . 
sold, Large stock hand for the physician, 
hospital and labe y. Write for what you 


cet te tre SCHOOLS—SPECIAL 
MISCELLANEOUS 100 Mast 50th fvest, Mow ‘ark INSTRUCTION 


City 


SALES ENGINEER : i 
THE CHILDREN’S MEMORIAL HOSPITAL 


7 offers a six months’ course in Pediatric Nurs- 
GENERAL HOSPITAL 

Thirty bed, four bassinet, general hospital ng to qualified registered nurses. Classes en- 
fully equipped in every way: building in good rolled in July and January. Full maintenance 
condition; price $45,000; terms; adjoining resi- 
‘ oe is provided. For complete informatior 
dence available; reasor specializing. Address 
S. Russ Denzler, M.D., Colorado Hospital, to Director of Nursing, 
Canon City, Colorado Chicago 14, Ilinois 


Continued on page 204 


SAVE NURSES TIME ‘sc .:’ Medi-Kar* 


YOU CAN CUT MEDICATION TIME AND WORK 
AS MUCH AS 12! rhe DEBS MEDI-KAR* eliminates those 


unnecessary, time-wasting, back-and-forth trips from the patients’ rooms to the 
nursing station. With the MEDI-KAR*, one nurse can wheel without effort, up to 
36 medications at once (24 medicine glasses and 12 hypo syringes) with every- 
thing she needs to give medications right with her—water glasses, fresh water, 
and a tray for used syringes. Add the Medi-Kar to your nursing staff and you 
too will save from 30% to 53% in medication time—depending upon the floor 
arrangement of your nursing section. 


The stepped up medicine tray holds 24 medicine glasses. 12 sterile, loaded 

syringes (either 2cc or S5cc) are housed in the drawer in a special removable 

rack. Each syringe and medicine glass is individually identified by cards in 

permanent holders. An extra syringe rack holding 12 more syringes may be in- 
stalled. Time “saved” is money “earned” 
for your hospital. Write for complete 
information today. 





SEND FOR FREE BOOKLET 





Debs Hospital Supplies, inc. 
118 S. Clinton St., Chicago 6, Ill. Dept. M-7 


e MEDI 


me and work 
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Yoleomls 


WASH ROOM SPECIALTIES 


oles 
a 
Toilet 
Brush 

"The Stiff ‘Wings’ 

lean under the Rim” 





Another Holcomb 
SPEED TOOL: 


@ Prevents lime 
deposit. Keeps 
flush holes clean. 





lt does the job 
in one “around- 
the-bow!/ stroke 


@ Removes germ-breeding 
scum and source of odors, 


Ypdegit> 

SUPREME 

LIQUID HAND SOAP 
with Lanolin 


Mm 4 


ANNOUNCES 
i. FECTED 


Y Lol Seuwentng 


FOR WARDS AND SEMI-PRIVATE ROOMS 


@ It’s kind to hands, protects skin from “drying out”, pre- 
vents chapping 

@ It's neutral has no excess of oil that leaves that 
“sticky” feeling after washing 

@ ideal for surgeons, nurses, and office workers 

@ It's ECONOMICAL! 


Hleonts 


PERFUMED FRESHETTES 


Rid rest rooms of objectionable 
odors with the pleasant fra- 
grance of Holcomb’s Fresh- 
ettes. Easy to use, no fuss or @ “Perfected” Bed Screening gives 


muss . private room convenience and at- 


and they last! 
P mosphere to the most occupied 
parts of the hospital. This modern 


equipment completely overcomes 


DE-ODOR BOMB 
Holcomb’s DE-ODOR BOMB 
quickly destroys offensive 
odors permanently. Easy to 
use, just spray odors away 
Used by hospitals, restaurants, 
hotels, and schools across the 


nation 


Write for. e « Holcomb’s “Associated Wash- 


room Items” folder. Holcomb‘s “Minit-Mizer” items make 


friends and money for you 


J. I. HOLCOMB MFG. CO. 


Barth and Palmer Streets, Indianapolis 7, Ind. 


NEW YORK 18, N. Y. 
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INDIANAPOLIS 7, IND. 


The above illustration 
shows how the rollers are 
whipped around the 
corners without jamming 
For clearing window 
Openings and other ob 
structions, bends in the 
channel must have no 


joints. Smooth, quiet. 


the problem of whipping curtains 
around corners without tugging or 
pushing. There is no jamming at 
the corners—no guiding or coaxing 
necessary. The curtains glide so 
easily that noise ceases to be a dis- 
turbing factor. There are no floor 
obstructions the doctor and nurse 
have plenty of room to do their 
work at the bedside. A smart, col- 
orful installation. Write for illus- 
trated bulletin giving complete in- 


formation and specifications. 


HILL-ROM COMPANY, INC, BATESVILLE, INDIANA 
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_ Want Advertisement: ; 
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SCHOOLS—SPECIAL 
INSTRUCTION 


QUEEN OF ANGELS HOSPITAL, Los An- 
geles, California, offer a six-month course for 
graduate nurses in obstetrics Classes ad- 


mitted January 15 and July 15. For further 
information apply to the Director of Nursing, 


2301 Bellevue, Los Angeles 26, California. 


SCHOOL FOR LABORATORY TECHNICIANS 
Duration of course, 1 year. Tuition, $100.00; 


approved by the American Medical Association 


SCHOOLS—SPECIAL 
INSTRUCTION 


The RESEARCH and EDUCATIONAL HOS- 
PITALS OF THE UNIVERSITY OF ILLI- 
NOIS offer a four months Clinical Course in 
Orthopedic Nursing to graduate registered 
irses. The course provides closely correlated 
theory and supervised clinical experience in 
of children and adults with 


the nursing care 


wrthopedic conditions Classes enrolled Janu- 


ary, May and September For further in- 


formation, address Director of Nursing, Re- 


earch and Educational Hospitals, 1819 West 


The MARGARET HAGUE MATERNITY 
HOSPITAL. The largest hospital in the coun- 
try offers the following to registered, profes- 
sional nurses of accredited schools: 


Four Months’ Course: 


Included are obstetric lectures, nursing 
classes, techniques, laboratory science, nutri- 
tion, mothers’ health and socio-economic as- 
pects. Supervised experience is given in ante- 
partal, intrapartal, postpartal and newborn 
infant 


hours of clinical instruction. 


care with a minimum of twenty-five 
Students may 
elect one month's experience in premature nur- 
sery, formula room, isolation, antepartal or 


clinic and field service. 


Six Months’ Course: 

Following the above program, a two months’ 
course is offered to students who have demon- 
strated potentialities for head nurse responsi- 


Laboratories, Barnes Hospital, 600 S. Kings ad : ; : te 
bilities. It includes instruction in principles 


and methods used in clinical teaching program 
and ward management. Students plan and con- 


Polk Street, Chicago 12, Illinois 


For further information, write the Director of 


highway, St. Louis. Mo 
The PROVIDENCE LYING-IN HOSPITAL duct their program of clinical instruction with 
the head nurse and serve as assistants. They 


offers to qualified graduate nurses a four are directed and supervised by the instructor 


JERSEY CITY MEDICAL CENTER SCHOOL months supplementary clinical course in Ob- of the course. 
OF NURSING offers to qualified graduate Classes admitted every other month begin- 
stetrics. Full maintenance and a stipend of . , 

ning February Maintenance and stipend of 

$75.00 per month granted. Write for catalogue. 
Address Rose A. Coyle, R.N., Director of 


Nurses, 88 Clifton Place, Jersey City 4, New 


nurses a four-month course in operating room 
$60 a month is provided. For full information, 


technic Full maintenance and _§ stipend 


granted. Apply to Director of Nurses, Jer- apply to the Director of Nurses, Providence 


sey City Medical Center, Jersey City, N. J Lying-in Hospital, Providence 8, Rhode Island. Jersey 
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“| Send this coupon 
for new, exciting | 
color swatches’ | 


Kenwood Blankets 


styled to fit your particular need 


Buy direct from 


=| Kenwood Mills | 2% / - 
CONTRACT DEPARTMENT : SODIUM PARA AMINO SALICYLATE 
Rensselaer, N. Y. = 0.69 gram tablets or capsules 


1.38 gram tablets 


Bulk Powder 


Our high quality domestic material is not to be 
confused with lower priced imported P. A. 8. 


ROWELL LABORATORIES 
division of 

NY BURBOT LIVER PRODUCTS CO. 

Lake of the Woods 

Baudette, Minnesota 





One of the Vation’s Largest 
} a Se of 


QUINIDINE SULFATE, U. 5S. P. 


F (Natural) ¢ 
114, 3, and 5 grains 


ee id 


i 


Capsules and Tablets 


fier 


PARA AMINOSALICYLIC ACID (P.A.S.) 


= 0.5 gram tablets or capsules 
KENWOOD > Lf tablets 


0.5 gram Enteric Coated tablets 


gram 


x 


CER 


WJ 


CEE 


x 
V Wi 


Please send complete in- a 
OOL 

formation on blankets for = 

hospital use to =< 


x 


Hospital 


fai 
Ld 


Address 


fi 
H 


j 
\U 
¥ 


City Zone State 


fi 
Bi 


Administrator 


‘ 


‘ 
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S FIREMEN EVERY 10 FEET 


All Fires Are Extinguishable. GLoseE pro- 
tection controls the FIRE menace, and 
places “strictly preventable,” “partly 
preventable” and “cause unknown” 
FIRES all in the one class... extinguish- 
able. Install GLOBE Sprinklers now. 


GLOBE AUTOMATIC SPRINKLER CO. 
NEW YORK...CHICAGO... PHILADELPHIA 
Offices in nearly all principal cities 


THEY PAY FOR THEMSELVES 


Patient comfort 
is prompt 





Prompt, continued control of 

pain is one reason FOILLE 

is ‘‘Foille first in first aid” in treatment of 

BURNS, MINOR WOUNDS, LACERATIONS, 
ABRASIONS in offices, clinics, hospitals. 


ANTISEPTIC e ANALGESIC 


EMULSION e OINTMENT 


*You're invited to request samples and 


clinical data. 


CARBISULPHOIL COMPANY 


3118-22 SWISS AVENUE, DALLAS, TEXAS 
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chneucan means 
BEST CONSTRUCTION, 
BIGGEST VALUE 


for dozens of 
hospital table and chair uses! 


FOLDING CHAIRS 


AN rae 
AMERIC fining rooms, chapels, {s, dormitories 


for rooms, wards, offices, 


el-tubing frame, 
s. No. 44: Com- 
i seat, 1444" 
sed, durably 
baked en- 


Strong triangular ste 
solid-steel cross brace’ 
fortable, formed plywoo? 
wide, 15” deep, walnut stair 
lacquered. Metal parts 1" 


a; 
tip forwar 
Safe— can’t Uf Jing hazards 


j quietly, 
r feet 


ame. 
fol is “easily an 
Long-life rubbe 
7 olstered in imita 
. eer ‘a No. 43, all 
doors or indoors.) 


Coane 


to store. ion 


easy 
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ENVOY CHAIRS and TABLET-ARM CHAIRS 
for training classes 


Envoy ch 4irs combine fine appear 
— moos rt, light weight, and 
ae ial durability. The mono- 
— — are securely welded to 
— = ers. Formed plywood 
anal deep-curved wall with 
= eo lower rail to fit oc- 
oo os } “i — finished in 
mse yh ~~ ; ubber-cushioned 
is widely € No, 368 Envoy Chair 
- used in cafete rias, dormi- 
ries, and libraries. No, 380 

voy Tables. Arm Chair os 
Classroom use: 
value in the table 


is ideal fox 
an outstanding 
t-arm chair field 


e — TABLE No. 130 
oT 


AMERICAN all-purpos' 


A} 


for dining rooms, 


dormitories, offices, libraries 


od appearances, “re 

tet ve te price o 
ae bility are desired at m dd * - a yb 

nag a di construction, ane ac -_ aot 
ings * N yrner leg 

ie vy. * re , ry : 

“ i : sandal o ms lide sizes a four he igh ts 
pents. Rubber sho 


wherever &° 


ee pe rie 


with 
‘ ailable in » tabi 


with knes od book co ympartt 


without ply wo 


ctmerican Seating Company 


WORLD'S LEADER IN PUBLIC SEATING 
2, Mich ° Branch Offic tors 
|, Auditorium 
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Give to Conquer 


HE fight is on to save more lives in 1950! 
Now is the time to back science to the hilt 


in its battle against cancer. 


Important gains have already been made. 
Last year, 67,000 men, women and children 
were rescued from death by cancer. Many 
more can be saved—if you resolve to save them 


—if you strike back at cancer. 


Give! Give yout dimes and quarters and 


dollars. More treatment facilities are needed, 


more skilled physicians, more medical equip- 
ment and laboratories. The success of great 
research and educational programs depends 


on your support. 


Your contribution to the American Cancer 
Society supports these vital efforts. It helps 
guard your neighbor, yourself, your loved 
ones. So this year, strike back at cancer . . 

Give more than before... Give as generously 


as you can. 


AMERICAN CANCER SOCIETY 
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Send for this Helpful Bulletin 


FICHENLAUBS 


For Better Furniture 





3501 BUTLER ST., PITTSBURGH 1, PA. 
ESTABLISHED 1873 
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lightest and Strongest 
Wheel Chair 


Everest and Jennings Wheel Chairs 
weigh less than 40 pounds... Width 


EVEREST & JENNINGS folding 


WHEEL CHAIRS 


bring independence 
to the handicapped 


Everest & Jennings Folding 
Wheel Chairs are comfort- 
able, compact and beauti- 
fully designed of chromi- 
um-plated tubular steel. 
Because they FOLD 
for automobile travel, 
Everest & Jennings 
Chairs make it possi- 
ble for handicapped, 
individuals to work, 
play, go anywhere! 
Make sure you are the 
dealer who will serve 
your territory by ar- 
ranging for an EVER- 
EST & JENNINGS 


dealer franchise. 


open is 244 inches . . . Closed 10 inches. 
Available for immediate delivery. If 
additional information is desired, write . 
for our catalogue on Everest & Jennings 


Folding Wheel Chairs. 


Manufacturers of WING FOLDING CRUTCHES 


EVEREST & JENNINGS, Dept. 19 


761 North Highland Ave., Los Angles 38, Calif. 
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NSTITUTIONS 
SAFELY 


i. AND 


*. | QUICKLY 


POTTER 
SLIDE TYPE 
FIRE ESCAPES 


have a safety record no other 
method can approximate in 
avoiding major disasters. 

. 


Approved by the 
Underwriters Laboratories 


Write for full information. 


Out they come without . 
bumps or jar. 
For QUICK ESTIMATES, PHONE COLLECT (RO gers Park 4-0098) 


POTTER MFG. CORPORATION 
6118 N. California Ave. CHICAGO 45, ILL. 
OVER 9,000 POTTER FIRE ESCAPES IN SERVICE 














Cut Your Floor Cleaning Time 


25% to 50% 


with one of these wringers 











Geer pres Mop W ringers 
do this because: 


1. One operation of the han- 
dle extracts more water 
than 2 operations with 
other wringers. 


Geerpres wringers squeeze 
mops drier. 

Wringing with Geerpres 
means uniformly dry mops 


Geerpres outfits can carry 
50 to 100% more water for 
the same size wringer. 


Geerpres wringers leave 
no rings on the floor since 
splash-over is virtually 
eliminated, 


Hotter water can be used 
where floors can take it 


Shown: No. 2436 Outfit Complete 
ASK FOR 
CATALOG NO. 946 


Geerpres wringers do not 
tear mop strings loose 


+ + + A Geerpres wrings everything but the stick! 


GEERPRES WRINGER, INC. 


Manufacturers of High Grade Mopping Equipment 
P. O. BOX 658 MUSKEGON, MICHIGAN 
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how TRI-PAD* Disposable Underpads... 


... help solve one of her greatest nursing problems 
—the care of ‘incontinent patients © save nurses’ 
time — fewer bed changes — greater comfort to 
the patient ¢ reduce laundry load, yet 

provide a more sanitary technique. TRI-PAD* 


“ Disposable Underpads cost less than 
- the average hospital-made pad. 


Write for a generous trial supply to 


DISPOSABLE UNDERPADS Gohren=fohusen 
NEW BRUNSWICK, Ww. 5. 


“Trade Mork 
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Portable Hot Pack Heater 


Designed especially for the heating o 
small stupes, towels, dressings and smaller 
Kenny packs, the new Ideal Portable Hot 
Model $12 J. 1S 


about. It is 


Pack Heater, easily car 


ried compact, weighs less 


than Il pounds, and is ready for use 
wherever 
any AC light 
in stainless 
with Fiberglas 
on turniture, 


without 


desired by simply 
socket. It 
completely 
so that it 


plugging 
nto is finished 
steel, insulated 
can be placed 
wherever 
the 


injury to 


floor or conve 
and 


the 


rent damage to finish, 


handled without 


The 


providing 


can he 


operator. heater can also be used as 


i sterilizer, ample capacity for 


t large assortment of instruments 
new 


Che 
| 


| 
ontrolled 


heater is thermostatically 


with a water capacity of | 


quart which lasts approximately — five 


setting. 
hold 


sterilized 


hours, depending on thermostat 
he 


aluminum inset for 


heated 


anodized 
items to be 


is readily removed it 


ing the 
There are 
light 


desired 


arts and a indi 


the 
as well 


no moving {| 
cates when 


Model 812-], 


mits the operator to 


pilot 
heater is in operation 
as Model 812, per 
{ control both the heat 
ind the moisture content of the pack 
The Swartzbaugh Mfg. Co., Dept. MH, 
1336 W. Bancroft St., Toledo 6, Ohio. 
(Key No. 523) 


Electric Cooking Equipment 
bake 


ind broilers 
introduced by Hot 
All units in 
depart from traditional black 


\ new line of heavy duty ranges, 
kettles, 


recently 


wens, try griddles 


has been 


point as the Glamour line 


the line 
enamel with their new non-porous silver 


gray Permalucent finish which is easy 


to clean, resists finger marks and grease 


glare ind does not dis 
ider 


smears, reduces 


color or scorch ul hong 


ugh heat 


exposure to 
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The ovens are 
completely automatic 
surface units, thus permitting every type 


cooking 


ranges and bake 
including cooking 


new 


of surface automatically 


Bright 


under 
controlled temperature conditions. 
signal lights on all units eliminate watch 
knobs 


in red with 


ing and waiting, Control and 


switches are finished large 


white imprinted numerals for greater 


dialing accuracy Non-conductive hand 


guards are part of oven and cabinet han 
dles for extra safety and convenience 
The new range has three top sections, 
with a thermostat that 
the 
degrees 

to 850 


each foot wide, 
controls 


500 


automatically temperature 


below used for 


but 


not only 


griddling, also up to degrees 


tor other types of surface cooking, tor 
Thus the 


both an 


each section separately new 


ranpe automat 


The 


result ot 


can serve as 


griddle and an automat hotplate. 


heavy duty thermostat is the 


five years of research anc development 


and controls surtace heat from 250 to 850 
degrees. All cooking 
operations can be performed on the one 


types ot surtace 


type ol 

The the 
equipped with a new type deck that 
gives uniform heat with fast 


range top 


oven in new Superange is 
preheating 
qualities and affords rapid change-over 
high to work 


automat 


from low 


Red, 


when the 


temperature 
lights 
reac hes the 


signal indicate 
oven temperature 
desired pre-set thermostat reading 


I he bake 


line have new type, tough, strong Calrod 


new ovens in the Glamour 


to be 5 


said 
he 
ire armored in non-corroding metal, 
quickly heated, 


do not 


he ating units which are 


per cent more powertul elements 


sensitive, almost impos 


sible to damage and deteriorate 


Heating is automatically controlled and 
the 


200 to 500 degrees 


ovens have a temperature range of 


The new 25 pound capacity auto 


matic electric fry kettle is designed to 
produce up to 50 per cent more french 
fried foods and to cut fat consumption 
The heat is controlled 
by a thermostat located directly in the 
and the Calrod heating units 
in the fat so that all heat 
directly to the cooking 
The heat settings 
maintained prevent burning and 
\ variety of deep fried 
the same fat 
without interchange of odor or flavor 
Hotpoint, Inc., Dept. MH, 227 S. Seeley 
Ave., Chicago 12. (Key Bg 524) 


up to 60 per cent. 


cooking fat 
are immersed 
is transmitted 
compound, constant 
min 
imize fat loss 


foods can be cooked in 


Mother Goose Frieze 


An entertaining frieze showing hitteen 
Mother Goose characters in color is now 
the wall covering 
and fire safe. Called 
Mother Goose Frolics, the frieze is bright 
and colorful and ideally suited to the 
pediatric ward and maternity 
the general hospital and for 
many other areas in 


available in Fabron, 


which is washable 


nursery, 
wing ol 
children’s hospitals. 
It is executed on an oyster white base 
brown 
the 


attractive 


and features robin blue, rose red, 
flesh 


characters 


and colors. Only a few of 


depicted in this 


frieze can be shown in the accompany 
illustration 


The 


| 
design repeat ol 


ing 
frieze is 26 inches high with a 
15 feet. It is available 
im continuous yardage to any desired 
length in multiples of one yard. It is de 
Fabron in har 

horizontally 
washable 
Lab 
oratories approval for its fire retardant 
It is hung like wallpaper and 


signed to be used with 
tal 


monizing colors, 


Like all 


and durable and has Underwriters’ 


hung 


Fabron it is sunfast, 


qualities. 


can be easily removed and rehung else 


where if desired. The trieze is known 
as Mother No, 1601-2. Frederic 
Blank & Co., Inc., Dept. MH, 230 Park 


Ave., New York 17. (Key No. 525) 


C,00se 
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Pacific Mills Contour Sheets 


the 
smooth 


Mills 


lattress 


sheet 
now be kept 
and with the Pacthic 
Contour Sheet. Made to fit the n 


smoothly, these new sheets simplify bed 


troublesome under on 


The 
patient’s bed can 


ut 
unwrinkled 


making and give the patient added com 


den ht and 
The 


pre-shaped, with four sewn-in mitered 


t 
corners tuck 


fort since stay cannot 


tig 


creep or wrinkle under him sheets 


irc 


and generous under all 


round, They are woven ot Santorized 


labeled type 140 muslin which has extra 
strength tor long wear 

Laundry problems are simplified with 
sheets since it is 


the m 


Contour unnecessary 


to tron Tumbling is sufhcient 


since the sheets present a st iooth, ironed 


ippearance when on the mattress. They 


ire a uulable for the three standard sized 
hospital mattresses 1-925 tor 36 by ¢ 
foot 3 inch mattress; L-926 
toot 5 inch mattress, and L.-927 for 36 
by 6 foot 8 inch mattress. Will Ross, 
Inc., Distributors, Dept. MH, 4285 N. 
Port Washington Rd., Milwaukee 12, 


Wis. (Key No. 526) 


Bottle Cleanser 
The Evenflo Baby Bottle 


Cleanser is a specially prepared deter 


Brushless 


gent requiring no brushing. It is dis 


solved in hot water and bottles, nipples 
immersed in the sol 


and caps are ution 


The 
ves milk film leav 


clean and free 


trom 5 to 10 minutes, then rinsed 
cleanser quickly disso] 
ing bottles 
film It 


bottle bre akage 


trom soap 


saves time and effort, reduces 
ind eliminates the pos 
the gl The 
cleanser is packed in 100 pound bags and 
1 and easy 
hands. Pyramid Rubber Co., Dept. MH, 


Ravenna, Ohio. (Key No. 527) 


sibility of scrat hing 


iss 


pound boxes and ts on 


Waste Receivers 


has be en 


Lhe 


receivers 


new line of Sanette 


reck signed to 


wast 
elimi 
nate the risk of exposure and contamina 
tion 


A single carrying handle prevents 


hands coming in contact witl 


infectious 


waste. The cover is opened by stepping 
| 


on the pedal and the inner waste pail is 
210 


Address manufacturers for further 


removed by using the outside 

When the cover is closed, the 
entire receptacle may be carried by the 
same handle. The leakproof, hot-dipped 
galvanized pail is easy to keep clean and 
specially processed waxed bag liners are 
available to keep the pail clean and save 
frequent washing. The new Model “H” 
Sanettes are available in 3, 4,5, 7 and 10 
gallon capacities in white enamel, special 
colors and grained walnut or mahogany. 
Master Metal Products, Inc., Dept. MH, 
291 Chicago St., Buffalo 4, N. Y. (Key 
No. 528) 


easily 
handle. 


All-Purpose Light 


Che new Hospo all-purpose light is 
designed to serve all lighting functions 
in the hospital room. It clamps onto the 
gatch spring of the patient’s bed and 
is raised 


moves with the backrest as it 


or lowered. Flexible joints at both ends 


# 


ot the extension standard permit a 360 


egree sweep in any plane. 


The light may be turned to the ceiling 
indirect 


tor room illumination, serves 
comfortably as a patient’s reading light 
and adequately as an examining light. 
The unit can be easily detached from 
the standard the point 
of need. A locking device prevents the 
from falling off or accidentally 
coming loose. Hospo Organization, Dept. 
MH, 1160 N. Howe St., Chicago 10. 


(Key No. 529) 


and carried to 


light 


Mop Hanger 


Mops, brooms, cleaning brushes and 
other handled equipment can be hung 


up with the new holder recently intro 


duced by Geerpres Wringer, Inc. Con 


sisting of two wooden rollers on a strong 


wire clip mounted in an electroplated 


metal base plate attached by two wood 
screws to a wall or 


designed 
thickness of 


rollers 


a closet, the 
W ith 


inside 


holder is for use 


handle 


prac 
The 


snap 


tically any 


wooden make it easy to 


handles in and out of the holder while 
protecting the handles from marring or 
cratching. Geerpres Wringer, Inc., Dept. 


MH, Muskegon, Mich. (Key No. 530) 


Plastic Accessories 


The new A.C.M.I. plastic male urinal 
made of non-irritating plastic Vinylite, 
electronically seamed, has a latex rubber 
tapered sleeve for increased comfort. It 
is light in weight, acid resistant, easily 
cleaned and comfortable to wear. The 
waist belt as well as the thigh and leg 
straps are of cotton elastic and buckles 
and belts are firmly secured to the urinal 
by grippers which makes it possible for 
the belts to adjust automatically to all 
body contours. 

A new line of catheters and tubing is 
also available made from Polyethylene, 
an inert synthetic plastic having excep 
tional electrical insulating properties, in 
ertness to most chemicals and flexibility 
under a wide variation of temperature 
range. non-irritating to 
living tissues, light, malleable and easily 
manipulated. American Cystoscope 
Makers, Inc., Dept. MH, 1241 Lafayette 
Ave., New York 59. (Key No. 531) 


The plastic is 


Invalift 


Designed to enable a single nurse or 
attendant to lift, turn, transport or weigh 
any patient, regardless of size, weight 
the Invalift is the 


of years of research and development. It 


or condition, result 
employs a unique stretcher frame built 
of aluminum with supporting stainless 
steel bands. Two electric motors operate 
cables which move the patient as desired. 

The Invalift has been tested in actual 
hospital use and has proved effective in 
saving time and energy in changing bed 
linen, in bed pan care and for skin treat 
ment. It is said to be especially valuable 
in the lifting and turning of spinal fusion 
cases where good alignment is essential 
Patients are easily transferred from bed 
back with 
comfort and with ease and speed. It 
provides a weighing scale at the bedside 


to wheelchair and no dis 


for non-ambulatory patients. Invalift, 
Inc., Dept. MH, 1245 Ranier Ave., 
Seattle 44, Wash. (Key No. 532) 
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Air Conditioners 


A new line of unit air conditioners 
with Rexton “Hammermatic” finish of 
pale mottled blue-gray has recently been 
announced. The smooth surface can be 
readily refinished to match special color 
schemes. Large removable front panels 
are held in place by spring clips and all 
interior walls are insulated against sound 
and heat transfer. The sides are of 16 
gauge steel welded to 14 gauge frame 
members. 

The main outlet has adjustable louvers 
for directing the air stream. Smaller 
panels at the sides and back are arranged 
for admitting fresh air or connecting 
duct work for distributing the treated 
air. The fan is of the heavy-duty blower 
type and the 


mounted. An open space is provided for 


h.p. fan motor is rubber 


the insertion of heating coils for winter 


use. Electric controls are all mounted 
on a panel behind a small access door. 
The main dial permits operating the fan 
alone, the fan and the refrigerating sys 
tem or shutting off the entire unit. A 
separate dial the thermostat. 
Frick Company, Dept. MH, Waynesboro, 


Pa. (Key No. 533) 


adjusts 


Barium Enema Kit 


\ new stainless steel container for bar 


tum enema administration is NOW avail 


able. Made in 


clean, both 


one piece, it 1S easy to 
inside and out, and has a 
rounded, seamless bottom. The barium 
flow will not clog because the drain at 
the bottom center consists of a straining 
well 
tion level. The rubber tubing is heavy 
walled to prevent easy kinking 
Che capacity of 

quarts, is supplied with 5 feet of tubing 
and has a positive flow pinch-off. The 
on its tripod base or 


acorn outlet above the sedimenta 


container has a 


can stands firmly 
can be hung from the easily mounted 


steel wall bracket. Picker X-Ray Corp., 
Dept. MH, 300 Fourth Ave., New York 
10. (Key No. 534) 
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Automatic Sterilizer Control 


The Steritrol is an automatic control 
for Scanlan-Morris sterilizers recently in 
With the Steritrol-equipped 


sterilizer, the operator simply loads the 


troduced. 


sterilizer, sets the Steritrol dials and is 
Pointers tell the 
time remaining for each phase and a 
buzzer indicates their completion. Panel 
lights indicate “Sterilize,” “Exhaust” and 
“Finish.” 

Any wrapped, unwrapped or 
liquid loads can be sterilized in the same 
Steritrol-equipped unit. Both exhaust and 
sterilizing periods can be pre-set inde 
pendently for any time from 0 to 60 
minutes. The temperature selector can 


tree for other duties, 


size 


be set for the minimum temperature re 
quired throughout the sterilizing period 
for any type of load. The range varies 


from minimum “formula” temperature 


through the proper setting for rubber, 


fabrics, utensils, solutions and instru 





ments. The exhaust selector can be set 
to produce a vacuum when sterilization 
is completed. In case of power failure 
the sterilizer may be operated manually. 

The Steritrol is 
equipment on all 
cylindrical autoclaves, 


offered as 
Scanlan-Morris 


accessory 
new 
recessed or ex 
posed, for use where electricity is avail 
able. Ohio Chemical & Surgical Equip- 
ment Co., Dept. MH, Madison, Wis. 
(Key No. 535) 


Improved Bed Lamp 


The Campbell Bed Lamp has been 
redesigned for more flexible use. It can 
now be completely detached from its 
base for use in bedside examinations and 
treatments. The lamp serves efficiently, 
with only a 40 watt bulb, for general 
illumination and as a reading light for 
the 


trated where needed. The lamp clamps 


patient since the light is concen 


to the moving head section of the bed, 
thus providing proper illumination at 
any degree of elevation. The lower sec 
tion has also been redesigned, resulting 
in sturdier construction. Campbell & 
Co., Dept. MH, 918 Race St., Cincinnati 
2, Ohio. (Key No. 536) 


Reese Dermatome 


Operating time is saved through use otf 
the Reese Dermatome since suturing 1s 
eliminated in most skin graft cases. The 
Reese Dermatome is designed to excise 
split skin grafts from .008 inch to .034 
inch consistently and accurately and to 
transplant such grafts to most recipient 
sites without stretching or contraction of 
the excised skin. 

\ special adhesive tape known as Reese 
Dermatape is mechanically attached to 
the face of the Dermatome drum and 
picks up the graft as it is excised. The 
Dermatape is then detached from the 
drum, cut to fit the recipient size and an 
chored in place with dressings alone. The 
Dermatape loses its adhesion to the graft 
within five days and may be peeled away 
at the time of the first dressing without 
disturbing the newly grafted skin. The 
Dermatape acts as a splint for the graft 
and prevents distortion of the cells and 
ig the transplantation 
The Reese 4 Inch Dermatome, 


tissue spaces durit 
process 
No. 1004, comes complete with drum, 
stand and one set of thickness shims. A 
laminated mahogany carrying 
case ts available if desired. Bard-Parker 
Co., Inc., Dept. MH, Danbury, Conn. 
(Key No. 537) 


sturdy, 


Acoustical Tile 


Owens-Corning Fiberglas Coporation 
has announced the addition of two new 
natural-beveled acoustical tile to its line 
Known as nat 
ural-beveled Fiberglas Textured 


of acoustical materials. 
Acous 
tical Tile and natural-beveled Fiberglas 
Perforated Acoustical Tile, the products 
are incombustible, are easy to clean and 
maintain, light in weight, dimensionally 
stable, will not warp or buckle and have 
high thermal insulating efficiency. The 
installed with adhesive, by 
clipping or adhering to wood furring 


tile can be 
strips or by a mechanical application to 
The tile 
noise reduction coefficients ranging up 
to 85 per cent, depending on the method 
of installing. Owens-Corning Fiberglas 
Corp., Dept. MH, Toledo 1, Ohio. (Key 
No. 538) 


suspended construction. has 
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Odor Eliminator 


Air is freshened, odors are removed 
and bacteria destroyed by use of the new 


Model M-200 is a portable 


Mac hine, occupying a mimimum ot space, 


Sanitizaire 


and operated by simply plugging into an 
electric outlet and turning the switch. 
An ultraviolet lamp in the top of the 
unit destroys odor and bacteria as the air 
is drawn over it by the air circulator 
Thus odor can be removed from a vacant 
room or an occupied room can be kept 
odor and the air fresh. A 


model, No. 200-D, gives greater deodor 


ire stronger 
ization and is designed for use in autopsy 
rooms, dissecting rooms and other areas 
with difficult odor problems 

\ special unit of the 
been developed for use 


Sanitizaire has 
in disinfecting 
rooms which have been occupied by in 


When _ the 


sterilizer and cir 


fecthous Cases. room 1s Va 
cated the portable air 
culator { plugged into the 
light socket and turned on. The 


facturer states that a 30 minute exposure 


is brought in, 
manu 


provides greater than a 99 per cent bac 
terial reduction in sized rooms. 
Vhe 
Laboratories approval and is designed 
ind MotionAir, Inc., 
and distributed by Everest & Jennings, 
Inc., 761 N. Highland Ave., Los Angeles 
38, Calif. (Key No. 539) 


average 
unit is said to have Underwriters’ 


manufactured by 


Infant Aspirator-Resuscitator 


Pertorming a double duty, the O.E.M 
Fletcher Intant Aspirator 


ides im the 


Resuscitator 


prov one unit facilities tor 
cflective suction and oxygen administra 
tion. It John P 
Fletcher of Toronto for use in the re 


suscitation of i 


was designed by Dr 


tants and provides con 


trolled suction and simultane 


ously by the employn Bernoulli's 
principle. 


rhe 


’ 
ot fiow ot 


suction 18 co led the rate 
through the ippa 


ratus so that the intant’s respiratory tract 


oxygen 


is protected from damage by excessive 


suction A simple safety vent on the 


oxygen line of the unit 


excessive pressures OF Oxyyg 


i ht in weight, small in siz 


lio 
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operated, inexpensive and easy to move 
about, to clean, to service and to store. 
It is made of chromium plated bronze 
and features the new O.E.M. wing nut 
fastening which simplifies at 
tachment to any standard regulator with 
out use of wrench. O.E.M. Corporation, 
Dept. MH, Fitch St., East Norwalk, 
Conn. (Key No. 540) 


device 


Freeze-Drying Unit 


Self-contained and mounted on a 
Hanged floor pedestal, the new Stokes 
Model 103-FPM Freeze-Drying machine 
is a completely packaged unit. It con 
sists of a manifold having 24 valve ports, 
a Freon refrigerated condenser, a high 
vacuum McLeod gauge and a high vac 
uum Stokes “Microvac” pump with oil 
clarifier. It has a batch capacity of 3500 
ml. and a capacity of 7500 ml. before 
defrosting is necessary. F. J. Stokes 
Machine Co., Dept. MH, 5900 Tabor 
Rd., Philadelphia 20, Pa. (Key No. 541) 


Plastic Cup Dispenser 


Paper cups can be easily dispensed 


with the new Lily 957PTH Dispenser 


of smooth white molded 


Made Polysty 
rene plastic, 
the wall in a 
holds up to eight Lily £957 paper cups, 
having the 


standard glass tumbler. 


the dispenser is fastened to 


horizontal position and 


each same capacity as a 

The new dispenser is simply cleaned 
ind easily serviced. Screws for mounting 
on wood and a capsule of carbon tetra 
chloride to use 


hesive pads for tile installation are sup 


with Girder Process ad 


plied with the dispenser. It should be 


especially advantageous in 
locker 
in private rooms and in similar locations 
Lily-Tulip Cup Corp., Dept. MH, 122 E. 
42nd, New York 17. (Key No. 542) 


washrooms, 


utility rooms, rooms, bathrooms 


Traffic-Tred Matting 


lrafhe-Tred is a new low priced mat 
ting designed 
It is 
mits application in any area due to ease 
fit. Three slot 


constructions are available, closed, open 


lor 
s inch thick and per 


especially use as a 


runner mat. 


cutting to accurate 
open on end of slots only and ample 
eration and = drainage are provided 


American Mat Corp., Dept. MH, 1717 


Aluminum Stock Pot 


A new heavy duty aluminum stock pot 
featuring a faucet for drawing off indi 
vidual has been added to the 
line of cooking utensils offered by Har 
low C. Stahl Company. The new pot has 


servings 


a strainer incorporated tor separating 
solids. It is equipped with strong stain 
less steel loop handles. 

Made of commercial cold-spun alumi 
num which makes possible close control 
of bottom, wall and bead thickness, the 
pot is available in 9 sizes from 12 to 3¢ 
quart capacity. The extra heavy bottom 
absorbs heat more quickly and transters 
it promptly while preventing scorching 
and burning of contents. There are no 
seams or creases to hold waste and the 
pot is easily cleaned. Harlow C. Stahl 
Co., Dept. MH, 1375 E. Jefferson Ave., 
Detroit 7, Mich. (Key No. 544) 


Royal Electric Typewriter 


The new Royal Electric Typewriter is 
designed to permit a student or secretary 
to switch from a manually operated to 
the electric typewriter without a transi 
tion period. All controls are located in 
the same place as on manual typewriters, 
thus facilitating transition and increasing 
convenience. The new machine is stream 
lined, with keyboard positions identical 
with those of Royal’s standard and port 
able typewriters. Its electrically controlled 
touch the individual's 
typing touch and Royal's uniform key 


is adjustable to 


lever dip assures development of maxi 
mum typing rhythm. The “Magic” Mar 
yin permits margins to be set automati 
cally and a control on the left side regu 
lates the speed of the type bar for mani 
fold work. 

Finished in the soft gray tone devel 
oped by Royal to give added eye comfort 
to the operator through elimination ot 
glare, the machine has complete power 
ing which enables the operator to tabu 
late, shift, back and 
electrically. The automatic carriage re 
turn is electrically controlled by a car 
riage return key on each side of the 
keyboard. The machine is completely 
adaptable for instruction purposes since 
teaching closely follows that on manually 


space underscore 


operated typewriters. Royal Typewriter 
Co., Inc., Dept. MH, 2 Park Ave., New 


Adams, Toledo 2, Ohio. (Key No. 543) York 16. (Key No. 545) 
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Dri-Bed Garments 


Beds and clothes of 


tients of 
tected with 
pD 


“Pull-on-I 


incontinent pa 


any age or can be 


Dri-Bed 
anti” 


SIZE pro 


The 


is a new addition to this 


garments. 
line of garments which can be worn by 
bed ambulatory pa 
tients to protect bedding and clothing 


either patients of 
Chey are constructed of a plastic material 
with flannel liners, made with pockets 
to hold cellucotton pads to absorb mois 
ture. 

The 
sizes and in styles varying 
The “Beddi-Panti” bed 


made with zippers for easy application 


garments are available In Various 


lor needs 
tor patients 1s 
Elastic webbing around waist and legs 

The “Ambi 
patients 1s 
with a zipper for fastening and a 
the 


changing of pads. 


ensures fit and comfort 


Panti” ambulatory also 


made 


for 


Zipper across front to permit easy 

Dri-Bed garments are designed to sim 
plify care of incontinent patients, to min 
mize odor, to increase patient: comfort 
and to improve morale in the mentally 
alert incontinent patient, Dri-Bed Com- 
pany, Dept. MH, 113 Lyon N.W., Grand 


Rapids 2, Mich. (Key No. 546) 


Luminous Fluorescent 


The 


cent 1s 


new Guthglow luminous fluores 
standard 40 
lamps and also for 4 and 8 foot Slimline 


available for watt 
Single-Pin lamps. The unit is equipped 
with polystyrene plastic or Albalite glass 
side panels which direct a portion of the 
light upward and outward. Low bright 
ness Alzak aluminum baffles shield the 
lamp from direct view from below. The 
Edwin F. Guth Co., Dept. MH, 2615 
Washington Ave., St. Louis 3, Mo. (Key 


No. 547) 


Improved Sprinkler 


The versatile “Shower Queen” Sprink 
ler, which covers a rectangular 


area up 
to 5290 square feet, has been redesigned 


The 


regulated at the faucet 


for more efticient operation area 


to be covered 1S 
by the volume of water used. The “Show 
er Queen” throws the water high into 


the air from where it falls gently, wetting 


; ' 
the entire area evenly. It is easily ad 


right up to buildings 
> 


yust ible to operate 


walks or win 


1 the 


without wetting wa 


dows. It 1s not necessary to shut of 


Vol. 75, No. |, July 1950 


Address manufacturers for further 


water in relocating the sprinkler as it 
can be pulled by the hose 

\mong the improvements in the new 
model are needle point bearing, changes 
motor to 


in the hydraulic 


powe I 


increase its 


at low water pressures, new com 
bination journal and thrust bearing, ad 
justable screw to 


permit compe nsation 


for wear atter long and constant use, 
easily accessible packing gland and run 
ners of a new, more durable alloy metal 
The capacity can be controlled tor any 
need up to 300 gallons per hour. Acme 
Sprinklers, Dept. MH, 412 Walbridge 
St., Kalamazoo 3, Mich. (Key No. 548) 


Chest-Bed 


Drawer space for the patient's per 
sonal belongings or for linens or nursing 
supplies is immediately available with the 
Inland Chest-Bed. The 
No. CB-370 


sized drawers attached as a 


heavy-duty 
full 
the 
foot. They slide easily on drawer guides 


new 


posture bed has two 


unit at 


and open out from the end of the bed 
Vhe 


the spring do not mar the bed ends o1 


telescoping handles tor operating 


the chest, and the drawers do not inter 
fere with operation of the spring. 


a 


The built-in chest is firmly joined to 


the foot of the bed by four corner locks 
Ic is completely sealed on sides, back, top 
and bottom, thus protecting the contents 
of the drawers. The two drawers are 3] 
by 17 inches high. Bed 
ends are of modern paneled design and 
the 


inches each, 5! 


bed has ball bearing rubber Ww heel 
casters, heavy-duty spring clip sockets, 
mattress guard and double wedge corner 
locks. Inland Bed Co., Dept. MH, 3921 
S. Michigan, Chicago 15. (Key No. 549) 


Deeminizer 


The 


portable instrument for producing min 


Deeminizer is a_ self-contained 
eral-free water, equivalent in ionic purity 
The unit 
has no valves and can be placed in any 
location and operated immediately with 


to triple-distilled, at a low cost 


out preparation It produces approx! 
mately 5 gallons per hour. The Deemin 
izer employs Deeminite which is de 
scribed as a new developr rent im 10n 
exchange resins. Crystal Research Labor- 
atories, Inc., Dept. MH, 29 Allyn St., 


Hartford, Conn. (Key No. 550) 


Tablet Arm Attachment 


se 


Nursing schools and other classroom 
areas, offices and lecture rooms will find 
the tablet arm 
chairs for note taking, lectures and meet 
The 
tablet arm folds down when not in use, 
the 


new for attachment to 


ings convenient and economical 


thus giving a versatility to chairs 
not otherwise possible 

The tablet arm is available in blue or 
standard colors or in Formaloid construc 
tion. Aluminum banding is used tor 
extra strength as well as attractive ap 
pearance. Royal Metal Mfg. Co., Dept. 
MH, 185 N. Michigan Ave., Chicago 1. 


(Key No. 551) 


Vertical Boiler Unit 


A new line of low cost vertical, tubular, 
high pressure, boiler-burner units has re 
cently been announced, sized from 3 to 
15 h.p. The units are equipped with a 
standard York-Heat type burner, 
controls, cut-oll, 


gun 


automatic low water 
condensate return system and draft ad 
They 


signed to provide low cost, high pressure 


juster have been especially de 
steam to all plants requiring quick auto 
Boilers are full length riv 
eted, vertical, tubular construction, fur 


matic steam 
nished complete with base, combustion 
chamber and trim. York-Shipley, Dept. 
MH, 71 Jessop Place, York, Pa. (Key 
No. 552) 


Parattin Tissue Section Bath 


\ new water bath to speed histological 
processing was developed to avoid com 
mon inconveniences and difficulties ex 
perienced with improvised equipment, 
The new Tissue Section Bath provides 
heat and light from one light bulb source 
which is covered by a black center plate 
under the Pyrex glass dish containing 
water and tissue sections. Light is al 
lowed to diffuse at the edges of the dish 
and is refracted to give the ideal light for 
A slot at the side of 
base provides ilumination of 
notebook on the laboratory 
table. Precision Scientific Co., Dept. MH, 
3737 N. Cortland St., Chicago 47. (Key 


No. 553) 


outlining the slices. 
the bath 


slides or 
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Bactine 


Bactine is a chemical solution with 


specific properties producing a safe and 
powerful bactericide, fungicide and de 
odorant, and an efficient detergent. It 
is a clear, colorless liquid with a clean 


fresh odor. It is gentle to the skin and 
| 


ilmost painless, even on abrasions or 


open wounds. It is effective for the re 


lief of itching of the skin due to insect 
bites, sunburn and other skin irritations 
ind it is effective against most patho 
genic bacteria and against common path 
ogenic Tung! 


Bactine is used to render 


skin, cloth 
glass, metal, plastic and enamel sur 


es surgically clean, it does not stain, 
' 


ind it leaves a disinfected 


make 


a prolonged period. It 


re sidue on 


urfaces which is said to them 


intibacterial for 


gentle and does not dry or otherwise 


injure the skin but possesses mildly cool 


ing and = anesthetic Bactine 


qualities 


eliminates odors and destroys bacteria 


responsible for putrefaction It is surface 


enhancing its cleansing and pene 


ictive, 
It is supplied in 6 fluid 
ounce bottles. Miles Laboratories, Inc., 


Dept. MH, Elkhart, Ind. (Key No. 554) 


trating actions 


Tilting Pail-Rack 


Designed to give both ease and speed 
n filling soda lime canisters from 35 
pound pails, the new Mallinckrodt tilting 
Pail-Rack is made of all steel 


a minimum of time 


It can be 
easily assembled in 
ind is of sturdy, yet simple, construction 
The Pail-Rack is provided 
without cost to quantity purchasers of 
Mallinckrodt Soda Lime. Mallinckrodt 
Chemical Works, Dept. MH, 2nd and 
Mallinckrodt Sts., St. Louis 7, Mo. (Key 
No. 555) 


convenient 


Institution Sized Jell-O 


\ new 
now available in Jell-O pudding in cho 


olate, vanilla and 


institution sized package is 


butterscotch favors, 


{ 
1 ol 


milk The choc 
in the 


each using one gallo: 


olate and butterscotch flavors are 


ind the vanilla is in the 1 


The 


? pound size 


pound size new packaging sup le 


} 
the regular pound institution 


siz General Foods Corp., Dept. MH, 
250 Park, New York 17. (Key No. 556) 


nents 


Floor Drain 


\ special lox k, which allows only 


vuthorized have access to 


the 


personne to 


internal strainer and drainage line 
Vandal Proof Floor 
\ special 


part of the 


the 
possibility of deliberate clog r} 


s used on the new 


Drain recently announced 
tamperproot cover is also a 
1S designed to eliminate 


drain and 


ging or dam 
uging of the drain. J. A. Zurn Mfg, Co., 
Dept. MH, Erie, Pa. (Key No. 557) 
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Pharmaceuticals 


Sugracillin Flavored Granules 


Sugracillin supplies flavored granules 
of buffered crystalline penicillin G potas 
sium and is designed for use in pedi 
atrics and for patients who prefer fluid 
medication. It has the same action as 
other oral penicillin products and can be 
stored at room temperature before dis 
solving. It is supplied in a 60 cc, size 
bottle, containing 1,200,000 units penicil- 
lin. The contents of the bottle are dis- 
solved in enough water to make 60 cc. of 
solution 


0,000 units of crystalline penicillin G 


This gives a concentration of 


approximately 100,000 units per 
teaspoonful. The Upjohn Co., Dept. 
MH, P.O. Box 271, Kalamazoo 99, Mich. 
(Key No. 558) 


per cc., 


Lactum and Dalactum 


Two new products are being intro 
duced for infant formulas. Lactum is a 
milk Dextri-Maltose 


formula containing added vitamin D. It 


whole cow’s and 
is homogenized, evaporated and _ steri 
lized and is used by merely miaing with 
an equal volume of water. Dalactum is 
a formula made from low fat cow’s milk 
and Dextri-Maltose with added vitamin 
D, homogenized, evaporated and steri 
lized. It is designed to meet the need for 
a low fat formula and is mixed as easily 
as Lactum, by combining with boiled 
water. Both products are supplied in 
cans containing 13 fluid ounces, equiva 
lent to 1414 ounces net weight, Mead 
Johnson & Co., Dept. MH, Evansville 21, 
Ind. (Key. No. 559) 


Cellothyl Granules 


Cellothyl, the methylcellulose bulk lax- 
ative, is now available in granule form 
The new product has been introduced 
especially for pediatric patients although 
it will also be used for adults. The Cello 
thyl granules are identical in composition 
to the tablets. Both are 
intigenik and non-reactive in the gastro 
tract. Cellothyl granules are 
supplied in bottles of 25 and 100 grams. 
Chilcott Laboratories, Division of The 
Maltine Co., Dept. MH, Morris Plains, 
N.J. (Key No. 560) 


nontoxic, non 


intestinal 


Elixir Syndrox Hydrochloride 


indi 
cated in mild depressions, obesity, narco 


Elixir Syndrox Hydrochloride, 
lepsy, and as an adjunct in the treatment 
of acute and chronic alcoholism, is a new 
form of Syndrox Hydrochloride. 
It is a palatable, amber-colored elixir con 


cosage 


taining 20 mg. Methamphetamine hydro 
“McNeil” per fluid ounce. It is 
supplied in pint and gallon sizes. McNeil 
Laboratories, Inc., Dept. MH, Philadel- 
phia 32, Pa. (Key No. 561) 


chloride 


Bacitracin Oral Tablets 


Jacitracin Oral Tablets are described 
as a successful means of treating intes 
tinal amebiasis. Administration of this 
relatively new antibiotic is said to bring 
symptoms rapidly under control. Since 
Bacitracin is not appreciably absorbed 
from the intestinal tract, high concentra 
tions are built up in the intestinal con 
tents to act directly on the ameba or 
other intestinal Each Baci 
tracin Oral Tablet contains 10,000 units. 
C.S.C. Pharmaceuticals, Div. of Com- 
mercial Solvents Corp., Dept. MH, 17 E. 
42nd St., New York 17. (Key No. 562) 


organisms. 


Sedamyl 


Sedamyl is designed for use as a 
sedative without hypnosis during periods 
of emotional and nervous tension so that 
the patient full his 
mental and physical faculties. It is said 


retains control of 


to be unattended by unpleasant after 
effects. Sedamyl Tablets are supplied in 
tubes of 20 and bottles of 100. Schenley 
Laboratories, Inc., Dept. MH, 350 Fifth 
Ave., New York 1. (Key No. 563) 


Perazil 


Perazil is a new type antihistaminic 
designed for prolonged action so that 
one dose is effective for 12 to 24 hours. 
It produces relatively low incidence of 
side effects and is active at low dosage. 
The drug is a piperazine and is indi- 
cated for treatment of allergic conditions 
for which histamine antagonists are effec- 
Perazil brand chlorcyclizine hydro- 
chloride, 50 mg. compressed, scored tab 
lets are supplied in bottles of 100 and 
500. Burroughs Wellcome & Co. 
(U.S.A.) Inc., Dept. MH, Tuckahoe 7, 
N.Y. (Key No. 564) 


ive, 


Amrulal Tablets 


Amrulal Tablets are designed for ther 
apy as cardiac stimulation, mild sedation, 
diuresis and prophylaxis of capillary tra 
gility in hypertension. Composed ot 
aminophyllin, rutin and phenobarbital, 
the tablets are supplied in bottles of 100 
and 1000. BioRamo Drug Co., Inc., 
Dept. MH, Baltimore 1, Md. (Key No. 
565) 


Rabies Vaccine 


\ new rabies vaccine for dog immuni 
zation has been announced after being 
tested successfully on more than 12,000 
It will be available to aid in the 
The new 


dogs. 
prevention of rabies in dogs. 


vaccine is produced from live virus 


which has been modified by growth in 
chick embryos. Lederle Laboratories 
Div., American Cyanamid Co., Dept. 
MH, Pearl River, N.Y. (Key No. 566) 
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Product Literature 


e A new publication, called “O R S,” is 
being made available by Davis & Geck, 
Inc., 57 Willoughby St. Brooklyn 1, 
N.Y. Volume 1, Number 1, is the June 
1950 issue. The publication is designed 
to “provide the operating room nurse 
with a medium for keeping in touch 
with the activities in the field, exchang 
ing ideas, bringing new methods to light 
and discussing topics of general interest.” 
The first issue pages and 
cover and is attractively laid out and 
printed with a great many illustrations. 


contains 16 


In addition to technical information and 
news, three pages of fashion previews 
add a personal touch. (Key No. 567) 


e The “Deknatel Surgical Silk Manual” 
just published by J. A. Deknatel & Son 
Inc., 96-20 222nd St., Queens Village 8, 
Long Island, N.Y., presents helpful in 
formation through the question and an 
method. Twenty practical ques 
tions regarding Deknatel Surgical Silk 
are asked and fully The 16 
page booklet provides two blank pages 
for notes. (Key No. 568) 


e Full details the improved 
American DeLuxe Floor Maintenance 
Machine manufactured by the American 
Floor Surfacing Machine Co., 546 S. St. 
Clair St., Toledo 3, Ohio, are given in a 
new 4 page folder recently received. The 
new 


swer 


answered. 


on new 


features of the machine, which is 
designed for dry or wet cleaning and 
maintenance operations on a variety ol 
floors, are discussed. (Key No. 569) 


e Printed in full color to illustrate the 
advantages of color conditioning for hos 
pitals, schools, offices, auditoriums, cafe 
terias and many other areas, the new 32 
page “Du Pont Color Conditioning” 
booklet presents down to earth ways of 
making color work for you. Color Con 
ditioning is a scientific painting plan re 
sulting from many years of research in 
the functional use of color. Color as a 
means of providing a cheerful atmos 
phere, emotional relaxation, visual com 
fort and other reactions is discussed in 
its relation to the use to be made of it. 
The booklet from Depart 
ment P.R. Finishes Div., Du Pont 
Co., Wilmington, Del. (Key No. 570) 


is available 


e A variety of practical suggestions on 
efficient institutional dishwashing _ is 
incorporated in a new illustrated bulle 
tin, “Better Ways to Cleaner Wares,” 
offered by Calgon, Inc., Hagan Bldg., 
Pittsburgh 30, Pa. Actual photographs 
illustrate the 16 page booklet which dis 
cusses the use of “Calgonite” mechanical 
dishwashing compound, the Calgonite 
Mechanical the Calgonite 
Electronic which automatically 
effective 
strength without waste and special com 


pounds. (Key No. 571) 


Dispenser, 
Control 
maintains washing solution at 
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e The new line of library furniture and 
equipment available from the Library 
Bureau of Remington Rand Inc., 315 
Fourth Ave., New York 10, is described 
and illustrated in detail in Catalog LB 
403 1-50 recently published. Containing 
illustrations and data on modern wood 
furniture of the “Trend” design as well 
as custom-made charging desks, wood 
and steel shelving, exhibit cases, magazine 
racks, cabinets and 
library products and services, the 52 page 
booklet also shows in pictures the manu 
facturing operations that Zo the 
creation of “Trend” furniture. Pictures 
of 14 installations of Library Bureau 
equipment in leading libraries are 
shown. The book is fully indexed and 
contains a list of Library Bureau installa 


tions. (Key No. 572) 


fire-resistive other 


into 


e “Klenzade Sanitation Specialists Cata- 
log” is the title of a loose-leaf booklet, 
cross indexed by product names, product 
groups and cleaning jobs, giving full 
information on the line of detergents, 
bactericides and other products offered 
by Klenzade Products, Inc., Beloit, Wis. 
In addition to product data, the booklet 
carries a technical description of each 
product for those interested in the tech 


nical aspects. (Key No. 573) 


e “Upholstering with Latex Foam— 
America’s No. 1 Cushioning Material” 
is the title of a new booklet issued by 
the Natural Rubber Bureau, 1631 K St. 
N. W., Washington 6, D. C. The book 
let is fully illustrated and gives complete 
details on the features of latex foam, its 
varied uses in upholstery work, the forms 
in which it is available, methods of ap 
plication and a list of manufacturers 


(Key No. 574) 


e The story of Infra Insulation, for 
installation in ceilings, walls and floors 
to resist heat and vapor flow, is told 
in the third revised edition of “Simplified 
Physics of Thermal Insulation,” a book- 
let issued by Infra Insulation, Inc., 10 


Murray, New York 7. (Key No. 575) 


e Detailed instructions for sharpening 
26 leading makes of power lawn mowers 
are given in a 36 page booklet, “How to 
Sharpen Power Mowers,” published by 
Foley Mfg. Co., Dept. L-36, Minneapolis 
18, Minn. Full descriptive data are sup 
plemented by illustrations of each mower 


discussed. (Key No. 576) 


e The problems of resurfacing service 
floors of various types are dealt with in 
a special bulletin, “Service Floors for In- 
dustries and Institutions,” recently issued 
by United Laboratories, Inc., 16801 
Euclid Avenue, Cleveland 12, Ohio. 
Four general types of materials for re 
newing old floors are described and the 
conditions under which type of 
material should be considered are dis 


cussed. (Key No. 577) 


each 


e Detailed information on Meyer Steel- 
forms, used in reenforced concrete con 
struction, is given in Bulletin No. 4001C 
recently released by Ceco Steel Products 
Corp., 5601 W. 26th St., Chicago 50 
Specifications and diagrammatic draw 
ings supplement the descriptive informa 
tion and illustrations of the product. 


(Key No. 578) 


e Basic data on pollens and spores are 
presented in a booklet, “The What, 
When, Where of Hay Fever,” prepared 
by the Botanical Research Dept. of Ab 
bott Laboratories, North Chicago, IIl., 
under the direction of Oren C. Durham, 
chief botanist. The booklet is designed to 
assist in the diagnosis and treatment of 
hay fever. Charts, maps and tables show 
the seasons for tree, grass, ragweed, Rus 
sian thistle and other pollens in every 
state and the pollen incidence in grains 
per cubic yard of air for leading cities 


during pollen periods. (Key No. 579) 


e A practical and easily understood one 
lesson course on asphalt tile installation 
is offered in a pamphlet, “It’s So Easy to 
Install Your Own Beautiful KenTile 
Floor,” recently published by David | 

Kennedy, Inc., 58 Second Ave., Brooklyn 
15, N. Y. Each step in the process is 
explained with information on materials 
needed, how to measure a room, how to 
plan the border, how to spread the ad 
hesive, laying of the tile and how to cut 


the boarder. (Key No. 580) 


e Plans for a combination paper towel 
dispenser and waste receptacle recessed 
into the wall to save space in public and 
personnel washrooms have been devel 
oped by Scott Paper Company, Chester, 
Pa., and are available from the Wash 
room Advisory Service of that company 
The plans include a towel cabinet re 
cessed flush with the wall with the 
towels dispensed at shoulder level and a 
waste receptacle, also recessed, at waist 
level. The unit is 14 inches wide, 6 feet 
2 inches high and 7'4 inches deep. (Key 


No. 581) 


the 


cooler 


e How to select 


electric 


proper 
for and 
abnormal atmospheric conditions is dis 


type ot 
water normal 
cussed in Form 20, a condensed catalog 
folder published by Cordley & 
443 Fourth Ave., New York 16. 
cluded are details on how 
proper size cooler for a require 
ment, together with information on 12 


Hayes, 
Also in 

to s¢ lect the 
given 
models of Cordley electric water coolers 


(Key No. 582) 


@ Detailed information on all Tracerlab 
products designed for every application 
of radioisotopes is given in Catalog B 
issued by Tracerlab Inc., 130 High St., 
Boston 10, Mass. Included is descriptive 
material on instruments, Geiger Mueller 
tubes, laboratory instruments and other 


equipment. (Key No. 583) 
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e “How to Have a Beautiful Lawn” is 
the title of a booklet 
Che Eclipse Lawn Mower Co., Prophets 


made available by 


town, Ill. The 16 page pamphlet gives 
detailed information on the essentials for 
1 good lawn, laying out the lawn, seed 


vrading, pre paration ot soil, sowing, Care 
ifter sowing, leeding and fertilizing, wa 
tcring, weeds, and lawn 
vith data on 


(Key No. 584) 


pests mowing 


' , 
Eclipse lawn 


mowers 


e “LOF Glass for Construction” is dis 


booklet 


| ibbe v-O)wens I ord Glass ( 0o.. 


issued by 


Toledo 3 


cussed in a 28 page 


( Ihio. 
manufactured by the company are de 
scribed with technical data on qualities 
uses, specifications, processing, durability 


All types of construction glass 


and other pertinent details. Illustrations 
of the various products as well as of in 
stallations add to the interest of this 


reference booklet. (Key No. 585) 


e The complete line of “Packaged Air 
Conditioners” developed by the company 
is covered in a new 12 page two color 
Catalog PM 79-0100 issued by the Gen 
Conditioning 

ma 


eral Electric Co., Air 
Dept., Bloomfield, N.J. Units in 2, 3, 
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I should also like to have 


NAME 


HOSPITAI 


STREET 


cITY 


ZONE 


Editor, “What's New for Hospitals” 


557 
558 
559 
560 
561 
562 
563 
564 
565 
566 
567 
568 
569 


Floor Drain 

Sugracillin Flavored Granules 
Lactum and Dalactum 
Cellothyl Granules 

Elixir Syndrox Hydrochloride 
Bacitracin Oral Tablets 
Sedamyl 

Perazil 

Amrulal Tablets 

Rabies Vaccine 

"ORS 

“Deknatel Surgical Silk Manual’ 
"American Deluxe Floor 
Machines” 

Du Pont Color Conditioning 
"Better Ways to Cleaner Wares’ 
Catalog of Library Furniture 
"Klenzade Sanitation Catalog 
"“Upholstering with Latex Foam 
‘Physics of Insulation” 

"How to Sharpen Power Mowers” 
‘Service Floors” 

Bulletin No. 4001C 

Hay Fever Booklet 

"Install Your Own Floors’ 
Plans for Waste Receptacle 
Catalog Folder 

Catalog B 

“Beautiful Lawn” 

“LOF Glass for Contruction 
Catalog PM 79-0100 

Book Announcements 

Book Announcements 


570 
571 
572 
573 
574 
575 
576 
577 
578 
579 
580 
58! 
582 
583 
584 
585 
586 
587 


information on the following products 


STATE 


MAIL TO Readers’ Service Dept., The Modern Hospital Publishing Co., Inc. 
919 N. Michigan Ave., Chicago 11, Ill. 


and 10 h.p., capacities are described 
with illustrations of the conditioners and 
a cutaway drawing showing how a pack 
aged unit operates. (Key No. 586) 


Book Announcements 


Lea & Febiger, Washington Square, Phil- 
adelphia 6, Pa. Kessler, in collaboration 
with 20 other authors, “The Principles 
and Practices of Rehabilitation,” 448 pp. 
$9. Pohle, “Clinical Radiation Therapy,” 
2nd ed., 902 pp., $15. Thorndike, “A 
Manual of Bandaging, Strapping and 
Splinting,” 2nd ed., 148 pp., $2. Wesson 
“Urologic Roentgenology,” 282 


pp., $7.50. (Key No. 587) 


3rd ed., 


W. B. Saunders Co., W. Washington 
Square, Philadelphia 5, Pa. Goodnow, 
“Nursing History in Briet,” 3rd ed., 274 
pp. $3. Harrow, “Textbook ot Bio 
chemistry,” 5th ed., 609 pp., $6. Heisig, 
“The and Practice of 
micro Qualitative Analysis,” 2nd ed.., 
pp., $3.50. Villee, “Biology: The Human 
\pproach,” 580 pp., $5. The Staff of 
the Vincent Memorial Laboratory of the 
Vincent Memorial Hospital, affiliated 
with Massachusetts General Hospital, 
“The Cytologic Diagnosis of Cancer,” 
229 pp. Wilder, “A Primer 
Diabetic Patients,” 9th ed., 

$2.25. Williams, “Textbook of Endo 
crinology,” 793 pp., $10. Williams and 
Wetherill, “Personal and Community 
Hygiene Applied,” 610 pp. $4. Wil 
liams, “Personal Hygiene Applied,” 9th 
ed., 471 pp., $3.25 (Key No. 588) 


Theory Semi 


356 


$6.50. for 


200 pp. 


Suppliers’ News 


The American Laundry Machinery Co., 
Cincinnati 12, Ohio, announces the elec 
tion of James M. Garvey as President of 
the company. Mr. Garvey succeeds Har- 
vey H. Miller who died on May 19 after 


more than a year of impaired health 


Herschel H. Leiter, well known in the 
hospital, orthopedic and surgical felds 
work 
orthopedic 


for his in the development of 


and fracture appliances as 
president of DePuy Manufacturing Co., 
Warsaw, Ind., died on May 8 at Nash 
ville, Tenn. 

The National Radiator Co., Johnstown, 
Pa., 


and heating accessories, announces the 


manutacturer of boilers, radiators 
establishment of a branch sales office at 
5736 Twelfth St., Detroit 8, Mich. The 
new office will be under the direction 


of Victor W. Blackney, branch man 


ager 


John Sexton & Co., 500 N. Orleans St., 
Chicago 90, wholesale grocer, announces 
the opening on August 1 of a 

branch at 1950 Army St., San Francisco, 
Calif., to serve the Pacific Coast ter 


ritory West ot the Rox kies. 


new 


Vrinrea in USA 





Foresight the ability to envision future 
possibilities, is one of the major qualities of 
leadership. An intuitive process stemming from long 
experience, it ts foresight together with Jaht-ig elahy = 
oTalo M1 @iISMalohm-lalelel(-. ae ms) dlolanAtolalUirelaitialale] 
Company ife) consistently elahilal eleh ia surgical ig laren 
rolare Mal-t-Xe Wm Qo) ilo] elolachilolamabiamiul-iellaelmelare| 
eigel(ael mel hislelail tr eeraellllaehilire mia ial-mel nae) oul tal 
oy eT NZ Tae] Mintelehcelate Mm Zelal-te Martial -taltmielam late 
rolgehi-ss [ola oleh dle(-t Molalla) olelgeli(-i(-teMty lalate] olelel ae! 
fo) ae ial -Mela-tohilolaMelm-\7-1amal-hcmmelale Mini elelarelal 
WUigeliaelma-te Uli. mel ola(aehi-reMelolul-ttilael lh ol) 

ail l-reMeolaittelarmacelMallelal-time lel itivay Uul-talaelamiatele (= 
Stainless Steel, Sklar instruments are respected for 
their excellence of design and functional efficiency 
Zell (ole) -Maslgelilelamel aaa -tel lit] 


surgical supply houses 
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MEYERDING HIP AND SHOULDER BONE SKID 


by He 


’ 


Sis LONG ISLAND CITY, NY 
The “Oscar’’ of the Academy of Motion “= : *e rp) 


Picture Arts and Sciences signifies lead er ~*< 
ership in the motion picture industry ' \ 





“SED IN OVER 2000 GOOD HOSPITALS 


THE SPRING-AIR 
SLEEP CUSHION 


Easy to handle, easy to keep clean 

. and superbly comfortable —the Sleep 
Cushion consists of separate spring and pad 
units. Pad (cushion) is of compartment design. 
filled with long fibre cotton felt. Complete mat- 
tress almost fluid in conformance to bed and body 
position changes! 


PRODUCED BY 465 PLANTS THROUGHOUT THE UNITED STATES, CANADA AND MEXICO 


THE SPRING-AIR 
INNERSPRING 


For perfect patient comfort — mattress conforms to all body 
contours and position changes; for maximum manage- 
ment economy — mattress conforms perfectly to all 

bed position changes with a minimum of wear. 

Hospital records, covering continuous use 

for periods of from 10 to 20 years, 

show the cost to be less than five 

cents per week per mattress. 


9, 
Write for latest folder of hospital mattresses 


and nurse’s beds, and name of Spring-Air manufac- 


turer in your area. 


SPRING-AIR COMPANY 
Holland + Michigan 





